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<Cautions for Safe Repair Work> 

The following cautions will prevent accidents in the workplace and will ensure safe products 
#The symbols indicate caution is needed to prevent injuries and damage to property 
The symbols and their meanings follow 


If you ignore this symbol and handle the product incorrectly or unsafely, 
serious injury or death may result 


If you ignore this symbol and handle the product incorrectly or unsafely, 
injury or only material damage may result 


#The following symbols indicate two levels of cautions. ...... 

When you see this symbol, you have to be very careful 

When you see this symbol, you have to follow the instructions there 

/K Warning 


A Do not look squarely into the laser light 

coming from the pickup. 

You mav loose vou sieht. 

Fuse Caution 

■ B Always use a designated fuse 

Use of an incorrect fuse may result in a fire. 

Caution 


Do not allow wiring to be caught in the 
screw/chassis 

/|\ If wiring is caught in the screw/chassis, it may cause 
a short circuit, resulting in a fire 

Battery Caution 

Use the designated battery 

Confirm the correct polarity and seat of the battery 

An incorrect battery or an improperly connected or 
seated battery may result in a fire. 


A High Temperature Caution 

|\ Touching the heat sink may cause severe burns 

Designated Parts Caution , ’ 

Look up the part list and ensure that only designate 
parts are used to prevent problems or accidents. | 


Reverse Power Supply Connections or 
Misconnections Caution 

/ • \ pn\A/f»r Riippl\/ nonnections or misconnections 

mav cause iernition oroblems and smoke may result. 

Wiring Caution 

Ensure that the wiring is correct when rewiring to 
prevent problems with ignition/breakdown 


A Soldering Caution 

/|\ Hot solder from solder splash may cause severe 
burns. 

^1^ Wear Gloves 

BB Wear gloves to prevent electrical shocks or injury 
from the end face of the metal. 


For the FDA laser 

Please be careful fo 

standard, the following CAUTION label is stuck on each product 

1 CAUTION-Laser radiation when open, DO NOT STARE INTO | 

-j 


/t\ Warning 
Caution 
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DHA-S680/DHA-S680P 


Packing Assembly Parts List 


Symbol 

No. 

Part No 

Description 


Symbol 

No. 

Part No 

Description 

101 

01D61566W09 

ASSY,MAGAZINE 



105 

01T15694Y04 

ASSY, REMO L-JACK 

102-1 

07B71141W01 

BKTSIDE 



106 

01T45597Y01 

ASSY,WIRE VIDEO(P-L) 

102-2 

07B60218W01 

BKT.MTG BASE 



107 

01T25635Y03 

ASSY,WIRE POWER(680) 

102-3 

03B90962F03 

BOLT,HEX M6X50 



108 

01T45196W02 

ASSY,CABLE OPT 5000 

102-4 

03B40155F10 

SCR,MACH M6X25 



109 

60T55629W01 

BAT.MGN R6P(NB)SUM-3 

102-5 

03S63857F05 

SCR,TPG M5X15 



110 

01T25013Y08 

UNIT,REMOCON RUE4168 

102-6 

03D40121T11 

SCR,MCH(W/W)M4X8 


O 

111 

68P41262Y36 

O/M AOAM 

102-7 

02B47353F06 

NUT,HEX(FLANGE) M6 


• 

111 

68P41262Y63 

O/M AOEU 

103 

15T25003Y02 

HOLDER,REMOCON DVD2 


A 

111 

68P41262Y64 

O/M AOJ 

104 

01T45598Y01 

ASSY,DIN Al(5 5/L-L) 







NOTE O For North American Model Only, # For General Foreign Model Only, 


For Japanese Model Only, Others Common 


Packing Method View 
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DHA-S680/DHA-S680P 

System Connections 

(North American Model Only) 

Connections 


\ — 1 

ffi ® O® 

© 

@© 

Ua —A-- 



t 




Cable Color Cable Specifications 


• Digital Output Terminal (Optical) 

This terminal is used to connect DHA-S680 to ALPINE digital audio processor 
(PXA‘H510 or PXA-H900). . . . 

These products include a fiber optic cable that will plug directly into the Digital 
Output Terminal of the DHA-S680 


YpIIow • Video Output Connector . .u .. 

^ This connector is used in combination with the video inputs of another video 
O product (AV head unit or TV monitor) 




While (L) 


Red (R) 


Audio Output Connectors 

This output may be connected to a Rear Monitor with a volume confro! or ari 
auxiliary audio preamp This Is used to monitor the DVD audio wihiie the main 
audio system is being driven by another source (such as Radio or CD) 


• Ai-NET Connector (Black) 

Connect this to the output or input connector of other product (AV head unit, 
Head unit, Digital Audio Processor or DVD Player DVA-5205) equipped with 
Ai-NET __ 


• Remote Control Eye Jack 

Connect this to the remote control sensor unit Not used when using a monitor 
V - O with a built-in remote control sensor unit. A remote control sensor unit is needed 

when a monitor or navigation unit made by other company is connected 


• Ai-NET Connector (Gray) 

Connect this to the output or input connector of other product (CD Changer) 
equipped with Ai-NET 




Remote Control Eye 



^_ 

White/Brown L 

Black 

1 GND i 

‘.' ' -trS 


Fuse 

I BATTERY | _ 


W 



(5A) 



Red 

j IGNITION 1 

'--SB 


• Remote Control input Lead 

This lead is used in combination with the Ai-NET compatible AV head unit or 
the ALPINE monitor with a remote control output lead 


Connect this lead to a good chassis ground on the vehicle. Make sure the 
connection is made to bare metal and is securely fastened using the sheet metal 
screw provided 


> Battery Lead 

Connect this lead to the positive (+) post of the vehicle’s battery 


• Switched Power Lead (Ignition) 

Connect this lead to an open terminal on the vehicle's fuse box or another 
unused power source which provides (+)12V only when the ignition is turned on 
or in the accessory position ^ 

When connecting with the Ai-NET compatible AV head unit or the Ai-NET 
compatible head unit, do not connect the ignition lead 


To remote control output 
lead 


n Connect to a metal part of 
V chassis body with a screw 



NOTES 

• Connect properly. ■ • 

Never connect to parts other than the ones indicated in these operating instructions 

• Also refer to the operating instructions of the other products in the system 






DHA-S680/DHA-S680P 

• Connecting an non Ai-NET compatible Head Unit, Digital Audio 
Processor (PXA-H510/PXA-H900) and TV Monitor 



Setting of DHA-S680 

The DHA-S680's system settings must be 
made after connections are completed 


Setting Item 

Setting 

Ai-NET setting 

CD-CHG 

H.U.CONTROL setting ' 

OFF 


Before fixing the unit in place, refer to 
page 48 to change the system setting 


NOTES 

• When using in a system with a head unit that is not /I i-NET compatible and a digital audio processor, only connect the 
DHA-S680 and digital audio processor using an optical fiber cable Do not connect an Ai-NET output cable or it will 
not be possible to control the digital audio processor from the DHA-S680 

• When connecting only to a digital audio processor (not to a head unit that is not A i-NET compatible}, it is possible to 
use both an optical fiber cable and an Ai-NET output cable In this case the digital audio processor can be controlled 
from the DHA-S680 

• When connecting another brand of TV monitor, there is no need to connect the remote control input cord (white/ 

brown) Use the remote control sensor unit included with the DHA-S680 

• Be sure to connect the switched Power Lead (Ignition) 

• Also refer to the operating instructions of the other products in the system 
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AUX Audio Input 


DHA-S680/DHA-S680P 

• Connecting an Ai-NET compatible AV Head Unit (AV Head Units 
available after January 2001: CVA-1006/CVA-1003/IVA-C801 etc.), 
and Digital Audio Processor (PXA-H510/PXA-H900) 



Setting of DHA-S680 

The DHA-S680's system settings must be 
made after connections are completed 


Setting Item 

Setting 

Ai-NET setting 

DVD-CHG 

HU CONTROL setting 

ON 


Before fixing the unit in place, refer to 
page 48 to change the system setting 


NOTES 

• Be sure to switch the head unit's system switch before turning the power on 

• Be sure to connect the DHA-S680's video output/audio output (when using a rear monitor) to theAUXl ofAV head 
unit 

• The switched Power Lead (Ignition) connection is not needed 

• Also refer to the operating instructions of the other products in the system 

• To connect a reai monitor, connect to the front monitor's RCA output (TV Tuner Box) 

• When a CD changer is connected to the DHA-S680, inserting a magazine into the DHA-S680 while the CD changer is 
playing will result in the sound of the CD changer being muted because of the DHA-S680 disc check being performed 

• When connecting the optical digital output to a digital audio processor, be sure to make connection to the CHANGER 
connectors of the digital audio processor optical digital input connectors This arrangement allows you to enjoy Dolby 
Digital 5 I Channel Surround and other effects even when connection is made to the CHANGER connectors 

• When combining the DHA-S680 and the CD changer (CHA-S624), the optical digital output of the CHA-S624 cannot 
be used 
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DHA-S680/DHA-S680P 

• Connecting an Ai-NET compatible AV Head Unit (AV Head Units 
available after January 2001: CVA-1006/CVA-1003/IVA-C801 etc.), DVD 
Player (DVA-5205) and Digital Audio Processor (PXA-H510/PXA-H900) 


System Switch 




When connecting a digital audio processor 
using Ai-NET feature, place this switch in the 
EQ/DIV position _ 


E%|V 




AV Head Unit 

CVA-1OOB/CVA-1003/1VA-C801 
(Sold Separately) 

r 


' 


Setting of DHA-S680 

The DHA-S680's system settings must be 
made after connections are completed 




AUX Video Input 
Terminal (AUX1) 


Ai-NET Connector 


Setting Item 

Setting 

Aj-NET setting 

DVD-CHG 

H.U.CONTROL setting 

! ON 


Video Ou^ut 
Connector 




RCA Extension 
Cable 


Remote Control 
Output Lead (AUXI) 
(White/Brown) 


Remote Control 
Input Lead 
(White/Brown) 


Before fixing the unit in place, refer to 
page 48 to change the system setting; 


Ai-NET Cable 


Ai-NET Connector 
(Gray) 


Audio Output 
Connector 


Only when connecting with rear monitor 


DVD Player 
DVA-5205 
(Sold Separately) 


Ai-NET Connector 
(Black) 

I—IIIIDeCI^ 


Ai-NET Cable 


Remote Control 
input Lead 
(White/Brown) 


Video Output 
Connector 


Remote Control 
Output Lead (AUX2) 
(White/Brown) 


Digital Output 
Terminal (Optical) 


Digital Input 
Terminal (Optical) 
Fiber Optic Cable (DVD) 

-o—►! 


Fiber Optic Cable 


o- 

Dlgitat Input 
Terminal (Optical) 
(Changer) 


Digital Audio Processor 
PXA-H510/PXA-H900 
(Sold Separately) 


Digital Output 

Terminal 

(Optical) 


EP- 


Ai-NET Output 
Connector 


Ai-NET Connector 
(Black) 


Ai-NET Cable 


I_ / . HPii iiiro s 

" iiia(lD> 
RCA Extension 
Cable 


DVD Changer 
DHA-S680 


Ai-NET Connector 
(Gray) 


Digital Output 
Terminal (Optical), 
cant be connected 


Audio Output 
Connector 


■■^TTb n_ ll i -1 


Ai-NET Cable 


Only when connecting with rear monitor 


CD Changer 
(Sold Separately) 


NOTES 

• Be sure to switch the head unit's system switch before turning the power on 

• When connecting the DVD player (DVA-5205), be sure to connect the DVA-5205's video output/audio output (when using a 
rear monitor) to the AV head unit's AUXI Connect the DHA-S680's video output to the AUX2 

• The switched Power Lead (Ignitiori) connection is not needed 

• Also refer to the operating instr-uctions of the other products in the system 

• To connect a rear monitor, connect to the front monitor's RCA output (TV Tuner Box) 

• When a CD changer is connected to the DHA-S680, inserting a magazine into the DHA-S680 while the CD changer is 
playing will result in the sound of the CD changer being muted because of the DHA-S680 disc check being performed 

• When connecting the optical digital output to a digital audio processor; be sure to make connection to the CHANGER 
connectors of the digital audio processor optical digital input connector s This at rangement allows you to enjoy Dolby 
Digital 5 1 Channel Surround and other effects even when connection is made to the CHANGER connectors 

• When combining the DHA-S680 and the CD changer (CHA-S624), the optical digital output of the CHA-S624 cannot be 
used 
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RCA Extenston Cable 


DHA-S680/DHA-S680P 

• Connecting an Ai-NET compatible Head Unit (Head Unit available 
after January 2001: CDA-7990/eDA-7977/CDA-7878 etc.), Digital 
Audio Processor {PXA-H510/PXA-H900) and TV Monitor 



• Connecting more than 2 CD Changers using the Versatile Link Terminal KCA-410C 



NOTES 

• Be sure to switch the head unit's system switch before turning the power on 

• The switched Power Lead (Ignition) connection is not needed 

• Also refet to the operating instructions of the other products in the system 

• To connect a rear monitor, connect to the front monitor's RCA output (TV Tuner Box) 

• When a CD changer is connected to the DHA-S680, inserting a magazine into the DHA~S680 while the CD changer is 
playing will result in the sound of the CD chan gei being muted because of the DHA-S680 disc check being pe/formed 

• When con/iecting the optical digital output to a digital audio processor, be su/e to make connection to the CHANGER 
con/iectors of the digital audio processor optical digital input connectors This arrange/nent allows you to enjoy Dolby 
Digital 5 1 Channel Surrou/id and other effects even when co/mection is made to the CHANGER con/iectors 

• Whe/i cp/nbi/ii/ig the DHA‘S680 a/id the CD cha/iger (CHA’S624), the optical digital output of the CHA-S624 can/iot 
be used 
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DHA-S680/DHA-S680P 

• Connecting an Ai-NET compatible Head Unit (Head Unit available after 
January 2001: CDA-7990/CDA-7977/CDA-7878 etc.), DVD Player (DVA- 
5205), Digital Audio Processor (PXA-H510/PXA-H900) and TV Monitor 


Monitor 
TME-M790 etc 
(Sold Separately) 




_ System Switch _ 

When'ciortnecting a digital audio processor 
using Ai NET feature place this switch in the 
EQ/DIV position _ 


E%|V 


AV-lnterface Unit 
TME-M790 etc 
(Sold Separately) 


Ai-NET Connector 

-► 


3 CJ 

o< 



A 

AUX Video Input 
Terminal (AUX1) 


Video Output 
Connector i— 




RCA Extension 
Cable 


Remote Control 
Output Lead 
(AUX1) 

I (White/Brown) 


Remote Control 
Input Lead 
(White®rown) 


Head Unit 
with AI-NET 
(Sold Separately) 


Ai-NET Cable 


Setting of DHA-S680 

The DHA-S680's system settings must be 
made after connections are completed 


Setting Item 

Setting 

Ai-NET setting 

DVD-CHG 

H.U.CONTROL setting I 

ON 


Ai-NET Connector 
(Gray) 


Before fixing the unit in place, refer to 
page 48 to change the system setting 


Audio Output 
Connector 
Only when connecting with rear monitor 


DVD Player 
DVA-5205 
(Sold Separately) 


Ai-NET Connector 
(Black) 

h—CDIDcCI^— 


Ai-NET Cable 


Remote Control 
Input Lead 
(White/Brown) 


Video Output 
Connector 


Remote Control 
Output Lead (AUX2) 
(White/Brown) 


Digital Output 
Terminal (Optical) 


Digital Input 
Terminal (Optical) 

Fiber Optic CableJS^'^^ ^ f 

-:- Qjy -^ 


Fiber Optic Cable 


/ 


o- 


Digital input 
Terminal (Optical) 
(Changer) 


Digital Audio Processor 
PXA-H510/PXA-H900 
(Sold Separately) 


Ai-NET Input 
Connector 

◄--E 


-m 


AI-NET Output 
Connector 


Digital Output 
Terminal 
(Optical) . 


DVD Changer 
DHA-S680 


Ai-NET Connector 
(Black) 


Ai-NET Cable 


Ai-NET Connector 
(Gray) 


Digital Output 
Terminal (Optical), 
can't be connected 


Ai-NET Cable 


-dPami— 


CD Changer 
(Sold Separately) 


NOTES 

• Be sure to switch the head unit’s system switch before turning the power on 

• When connecting the DVD player (DVA-5205f be sure to connect the DVA-5205's video output/audio output (when 
using a rear monitor) to the AV head unit’s AUXl Connect the DHA-S680’s video output to the AUX2 

• The switched Power Lead (Ignition) connection is not needed 

• Also refer to the operating instructions of the other products in the system 

• To connect a rear monitor, connect to the front monitor’s RCA output (TV Tuner Box) 

• When a CD changer is connected to the DHA-S680, inserting a magazine into the DHA-S680 while the CD changer is 
playing will result in the sound of the CD chan get being muted because of the DHA-S680 disc check being perfotmed 

• When connecting the optical digital output to a digital audio processor, be sure to make connection to the CHANGER 
connectors of the digital audio processor optical digital input connectors. This arrangement allows you to enjoy Dolby 
Digital 5 1 Channel Surround and other effects even when connection is made to the CHANGER connectois 

• When combining the DHA-S680 and the CD changer (CHA-S624), the optical digital output of the CHA-S624 cannot 
be used 
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AUX Video Input 

RCA Extension Cable Terminal {AUX2) 


DHA-S680/DHA-S680P 

• Connecting an Ai-NET compatible AV Head Unit (IVA-C800/CVA- 
1005/CVA-1000), DVD Player {DVA-5205) and Digital Audio 
Processor (PXA-H510/PXA-H900) 


_ System Switch _ 

When connecting a digital audio processor 
using Ai-NET feature, place this svi/itch In the 
EQ/DIV position _ 


^%IV 


AVHead Unit 

IVA-C80(yCVA-1005^CVA-1000 
(Sold Sepaiatefy) 


AI-NET Connector 

!◄- 



AUX Video Input 
Terminal (AUX1) 


Video Output 
Connector 


L_imi5]Q}=> l^uniii— I 


Remote Control 
Output Lead (AUXI) 
(White^iDwn) 


Remote Control 
Input Lead 
(WHte/Biovwi) 


Setting of DHA-S680 

The DHA-S680's system settings must be 
made after connections are completed 


Ai-NET Cable 


Setting item 

Setting 

Ai-NET setting 

CD-CHG 

H.U.CONTROL setting 

ON 


Before fixing the unit In place, refer to 
page 48 to change the system setting 


Ai-NET Connector 
(Gray) 


RCA Extension 

Cable Audio Output 

Connector 

Oi^y when connecting with rear monitor 


DVD Hayer 
DVA-5205 
(Sold Separayy) 


Ai-NET Connector 
(Black) 


—IILD 


Ai-NET Cable 


Remote Contra! 
Output Lead (AUX2) 
(WNte/Brown) 


Digital Output 
Terminal (Optical) 


Digital Input 
Terminal (Optical) 

Fiber Optic Cable 


Ai-NET Input 
Connector 


Remote Control 
Input Lead 
(White/Brown) 


Video Output 
Connector 


Fiber Optic Cable 


—Q>-^ 

Digital input 
Terminal (Optical) 
(Changer) 


EKgital Processor 
PXA-H51(yPXA-H900 
(Sold Separately) 


Ai-NET Output 
Connector 


Digital Output 
Terminal 
(Optical) . 


DVD Changer 
DHA-S680 


AI-NET Connector 
(Black) 


At-NET Cable 


NOTES 

• Be sure to switch the head unit's system switch before turning the power on 

• The switched Power Lead (Ignition) connection is not needed 

• Also refer to the operating instructions of the other products in the system 

• To connect a rear monitor, connect to the front monitor's RCA output (TV Tuner Box) 

• When connecting the optical digital output to a digital audio processor, be sure to make connection to the CHANGER 
connectors of the digital audio processor optical digital input connectors This arrangement allows you to enjoy Dolby 
Digital 5 1 Channel Surround and other effects even when connection is made to the CHANGER connectors 

• Even when the DHA-S680 A TNET settings are set to CD-CHG, making connection of the optical digital output to the 
digital audio processor allows you to enjoy Dolby Digital 5 1 Channel Surround and other effects 

• The Versatile Link Terminal (KCA-4IOC) cannot be connected 
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DHA-S680/DHA-S680P 


• Precautions when Connecting and Using the DHA-S680 with the 
Versatile Link Terminai (KCA-410C) 

When connecting the DHA-S680 with the Versatile Link Terminal (KCA-410C), change the system settings of 
the DHA-S680 according to the following procedure before connecting the KCA-410C 


1 Make the connections for making the DHA-S680 system settings 


NOTE 

After connecting the DHA-S680 to the KCA-410C, DHA-S680 system setting changes will not be possible. 


Monitor 
TME-M790 etc 
(Sold Separately) 


System Switch _ 

When connecting a digital audio processor 
using Al NET feature place this switch in the 
EQ/DiV position _ 


eq^div 



2 Refer to “Changing the System Settings” (page 48) to change the system 

• Ai-NET setting CD-CHG 

• HU CONTROL ON 

3 Once the system settings have been changed and the operation check completed remove the battery, 
refer to Page 57, and connect the Versatile Link Terminal (KCA-410C) 

NOTES 

• When using the Versatile Link Terminal (KCA-410C) and connecting the DHA-S680, connect the DHA-S680 Ai-NET 
cable to the CHANGER! connectoi of the KCA-410C 

• When combining the DHA-S680 and the CD changer {CHA-S624), the optical digital output of the CHA-S624 cannot 
be used 
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DHA-S680/DHA-S680P 

• Connecting an Ai-NET compatible Head Unit (Head Units available 
after January 2001, except CDA-7990), DVD Player (DVA-5205), Digital 
Audio Processor (PXA-H510/PXA-H900) and TV Monitor 


Monitor 
TME-M790 etc 
(Sold Separately) 


System Switch 


/I 


|When connecting a digital audio processor 
using Ai-NET feature place this switch in the 
EQ/DIVposition . .. 


ECVdIV 


AV Interface Unit 
TME M790 etc 
(Sold Separately) 


Ai NET Connector 



AUX Video Input 
Terminal (AUXi) 


Video Output 
Connector 
L—bii]JD}=> | ^Iib b>—I 


Remote Control 
Output Lead (AUX1) 
(White/Brown) 


Remote Control 
Input Lead 
(White/Brown) 


Head Unit 
with Ai-NET 
(Sold Separately) 


Setting of DHA-S680 

The DHA-S680's system settings must be 
made after connections are completed 


Setting Item 

Setting 

Ai-NET setting 

CD-CHG 

H.U.CONTROL setting 

ON 


Ai NET Connector 
(Gray) 


Before fixing the unit in place, refer to 
page 48 to change the system setting 


Audio Output 
Connector 

L when TOnt^cting with rearjnonitor 



DVD Player 

DVA-5205 

1 

1 

1 

_ 

(Sold Separately) 


Ai NET Connector 
(Black) 


—[DZDcOI^ 


^ ^ Digital Output 
Terminal (Optical) 


Remote Control 
input Lead 
(White/Brown) 


Video Output 
Connector 


Remote Control 
Output Lead (AUX2) 
(White/Brown) 


Fiber Optic Cable 


Digital Input 
Terminal (Optical) 
(DVD) 

o-►! 


Ai NET Input 
Connector 


Fiber Optic Cable 


o- 

Digital Input 
Terminal (Optical) ' 
(Changer) 


Digital Audio Processor 
PXA-H5f0/PXA-H900 
(Sold Separately) 


AI NET Output 
Connector 


Digital Output 
I Terminal (Optical) 


Ai NET Connector 
(CHANGER 1) 


Ai NET Connector 
(HEAD UNIT) 


Versatile Link Terminal 
KCA-410C 
(Sold Separately) 




DVD Changer 
DHA S680 


Ai-NET Connector 
(Black) 


Ai-NET Connector 
(CHANGER 2) 


I Ai-NET Cable 


Digital Output 
Terminal (Optical) 
cant be connected 


-nnn—i 


CD Changer 
(Sold Separately) 


NOTES 

• Be sure to switch the head unit's system switch before turning the power on 

• When connecting the DVD player {DVA-5205), be sure to connect the DVA-5205's video output/audio output (when 
using a rear monitor) to the TV monitor's AUXI Connect the DHA-S680 s video output to the AUX2 

• The switched Power Lead (Ignition) connection is not needed 

• Also refer to the operating instructions of the other products in the system 

• To connect a rear monitor, connect to the front monitor's RCA output (TV Tuner Box) 

• When connecting the optical digital output to a digital audio processor, be sure to make connection to the CHANGER 
connectors of the digital audio processor optical digital input connectors This arrangement allows you to enjoy Dolby 
Digital 5 1 Channel Surround and other effects even when connection is made to the CHANGER connectors 

• When using the Versatile Link Terminal (KCA-410C) and connecting the DHA-S680, connect the DHA-S680 Ai-NET 
cable to the CHANGER! connector of the KCA-410C Before connecting KCA-4I0C, change the system setting (page 

56) of DHA-S680 , , , . , 

• Even when the DHA-S680 Ai-NET settings are set to CD-CHG, making connection of the optical digital output to the digital 

audio processor allows you to enjoy Dolby Digital 5 I Channel Sui round and othei effects 

• When combining the DHA-S680 and the CD changer (CHA-S624), the optical digital output of the CHA-S624 cannot 
be used 


- 14 - 
















DHA-S680/DHA-S680P 


(General Foreign Model Only) 

Connections 


I -—I 

ffi ® o ® 

© 

© © 

- A _] 

2 : 


Cable Color Cable Specifications 


• Digital Output Terminal (Optical) 

This terminal is used to connect DHA*S680P to ALPINE digital audio processor 
(PXA-H510orPXA-H900). 

These products Include a fiber optic cable ttiat will plug directly into the Digital 
Output Terminal of the DHA-S680P 


Yellow • Video Output Connector 

© This connector is used in combination with the video inputs of another video 
product (AV head unit or TV monitor) 


White (L) 

© 


Red(R) 


Audio Output Connectors 

This output may be connected to a Rear Monitor with a volume control or an 
auxiliary audio preamp This is used to monitor the DVD audio while the main 
audio system is being driven by another source (such as Radio or CD) 


* Ai-NET Connector (Black) 

Connect this to the output or input connector of other product (AV head unit, 
Head unit, Digital Audio Processor or DVD Player DVA-5205P) equipped with 


Remote Control Eye Jack 

Connect this to the remote control sensor unit Not used when using a monitor 
with a built-in remote control sensor unit. A remote control sensor unit is needed 
when a monitor or navigation unit made by other company is connected 


Ai-NET Connector (Gray) 

Connect this to the output or input connector of other product (CD Chanaer) 
equipped with Ai-NET 



Remote Control Eye 



K- 


whiie/Bfown ^ White/ * Control Input Lead 

Brown combination with the Ai-NET compatible AV head unit or - 7® remote control output 

the ALPINE monitor with a remote control output lead 


N- 


I GND I 


Black 


• Ground Lead 

Connect this lead to a good chassis ground on the vehicle. Make sure the 
connection is made to bare metal and is securely fastened using the sheet metal 
screw provided 


Conn^ to a metal part of 
chassis body with a screw 


Fuse Yellow | BATTERY | __ 

eg Yellow 

(5A) 


• Battery Lead 

Connect this lead to the positive (+) post of the vehicle's battery 


Red j IGNrriON j 
-eg Red 


* Switched Power Lead (Ignition) 

Connect this lead to an open terminal on the vehicle s fuse box or another 
unused power source which provides (+)12V only when the ignition is turned on 
or In tile accessory position 

When connecting with the Ai-NET compatible AV head unit or the Ai-NET 
compatible head unit do not connect the Ignition lead 



NOTES 

• Connect properly. 

Never connect to parts other than the ones indicated in these operating instructions 

• Also refer to the operating instmetions of the other products in the system 
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DHA-S680/DHA-S680P 

• ConnGcting a non Ai-NET compatiblo Haad Unit, Digital Audio 
Processor (PXA-H510/PXA-H900) and TV Monitor 



Setting of DHA-S680P 

The DHA-S680P's system settings must be 
made after connections are completed 
Before fixing the unit In place, refer to 
page 48 to change the system setting j 


Setting Item 

Setting 

Ai"NET setting 

CD-CHG 

H.U.CONTROL selling 

OFF 


NOTES 

• When using in a system with a head unit that is not A i-NET compatible and a digital audio processor, only connect the 
DHA-S680P and digital audio processor using an optical fiber cable Do not connect an Ai-NET output cable, or it will 
not be possible to control the digital audio processor from the DHA-S680P 

• When connecting only to a digital audio processor (not to a head unit that is not Ai-NET compatible), it is possible to 
use both an optical fiber cable and an Ai-NET output cable In this case the digital audio processot can be controlled 
from the DHA-S680P 

• When connecting another brand of TV monitor, there is no need to connect the remote control input cord (white/ 
brown) Use the remote control sensot unit included with the DHA-S680P 

• Be sure to connect the switched Power Lead (Ignition) 

• Also refer to the operating Instructions of the other products in the system 
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AUX Audio Input 


DHA-S680/DHA-S680P 

• Connecting an Ai-NET compatible AV Head Unit (AV Head Units 
available after January 2001: CVA-1006R/CVA-1003R/IVX-M706/ 
IVX-C806 etc.), and Digital Audio Processor (PXA-H510/PXA- 
H900) 



Setting of DHA-S680P 

The DHA-S680P’s system settings must be 
made after connections are completed. 
Before fixing the unit in place, refer to 
page 48 to change the system setting. 


Setting Item { 

Setting 

Ai-NET setting | 

DVD-CHG 

H.U.CONTROL setting ' 

ON 


NOTES 

• Be sure to switch the head unit's system switch before turning the power on. 

• Be sure to connect the DHA-S680P's video output/audio output (when using a rear monitor) to the AUXl ofAV head 
unit. 

• The switched Power Lead (Ignition) connection is not needed. 

• Also refer to the operating instructions of the other products in the system. 

• To connect a rear moniton connect to the front monitor's RCA output (TV Tuner Box). 

• When, a CD changer is connected to the DHA-S680Py inserting a magazine into the DHA~S680P while the CD changer 
is playing will result in the sound of the CD changer being muted because of the DHA-S680P disc check being 
peiformed. 

• When connecting the optical digital output to a digital audio processor, be sure to make connection to the CHANGER 
connectors of the digital audio processor optical digital input connectors. This arrangement allows you to enjoy Dolby 
Digital 5.J Channel Surround and other effects even when connection is made to the CHANGER connectors. 

• When combining the DHA-S680P and the CD changer (CHA-S624), the optical digital output of the CHA~S624 cannot 
be used. 













DHA-S680/DHA-S680P 

Connecting an Ai-NET compatible AV Head Unit (AV Head Units 
available after January 2001: CVA-1006R/CVA-1003R/IVX-M706/IVX-C806 
etc.), DVD Player (DVA-5205P) and Digital Audio Processor (PXA-H510/ 
PXA-H900) 


System Switch 




When connecting a digital audio processor 
using Ai-NET feature, place this switch in the 
EQ/DIV position. _ 


E%iv 


AV Head Unit 

CVA-1006R/CVA-1003R/1VX-M706/IVX‘C806 
(Sold Separately) 


AI-NET Connector 

!◄- 



▲ 

3 oT 
“•X 

£ z> 
o < 



AUX Video input 
Terminal (AUX1) 


Video Output 
Connector 

L—1 


RCA Extension 
Cable 


Remote Control 
Output Lead (AUX1) 
(White/Brown) 


Remote Control 
Input lead 
{White/Brown) 


Setting of DHA-S680P 

The DHA“S680P's system settings must be 
made after connections are completed. 
Before fixing the unit In place, refer to 
page 48 to change the system setting. 


Setting Item 

Setting 

Ai-NET setting 

DVD-CHG 

H.U.CONTROL setting 

ON 


Ai-NET Cable 


Ai-NET Connector 
(Gray) 


Audio Output 
Connector 

Only when connecting with rear monitor 


DVD Player 
DVA-5205P 
(Sold Separately) 


Ai-NET Connector 
(Black) 




Ai-NET Cable 


Remote Control 
Output Lead {AUX2) 
(White/Brown) 


Digital Output 
Terminal (Optical) 


Digital Input 
Terminal (Optical) 
Fiber Optic Cable (DVD) 

-a>—►! 


Ai-NET Input 
Connector 


Remote Control 
Input Lead 
(White®rown) 


Video Output 
Connector 


I ^ — 

^ i iid|D3=* 
RCA Extension 
Cable 


Audio Output 
Connector 


Fiberoptic Cable 


r 


O- 


Digital Input 
Terminal (Optical) 
(Changer) 


Digital Audio Processor 
PXA-H510/PXA-H900 
(Sold Separately) 




Digital Output 

Terminal 

(Optical) 




Ai-NET Input Connector 
(CHANGER IN) 


Ai'NET Connector 
(Black) 




AI-NET Connector 


DVD Changer 

DHA-S680P 

(Gray) 

^.- rf 1 

j 

j 

1 

—L- 

m 

'- dhCiD — 


Only when connecting with rear monitor 


Digital Output 
Terminal (Optical), 
cant be connected 


CD Changer 
(Sold Separately) 


NOTES 

• Be sure to switch the head unit's system switch before turning the power on. 

• When connecting the DVD player (DVA-5205P)y be sure to connect the DVA-5205P’s video output/audio output (when using 
a rear monitor) to the AV head unit's AUXI. Connect the DHA-S680P's video output to the AUX2. 

• The switched Power Lead (Ignition) connection is not needed. 

• Also refer to the operating instructions of the other products in the system. 

• To connect a rear monitoj; connect to the front monitor's RCA output (TV Tuner Box). 

• When a CD changer is connected to the DHA-S680Py inserting a magazine into the DMA-S680P while the CD changer is 
playing will result in the sound of the CD changer being muted because of the DHA-S680P disc check being performed. 

• When connecting the optical digital output to a digital audio prvcessor, be sure to make conrxection to the CHANGER 
connector's of the digital audio processor optical digital input connector's. This arrangement allows you to enjoy Dolby 
Digital 5 .1 Chanrrel Surround and other effects even when connection is made to the CHANGER connectors. 

• When combining the DHA-S680P and the CD changer (CHA~S624)y the optical digital output of the CHA‘S624 cannot be 
used. 
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DHA-S680/DHA-S680P 

Connecting an Ai-NET compatible Head Unit (Head Unit available 
after January 2001; CDA-7990R/CDA-7873R/CDA-7878R etc.), 
Digital Audio Processor (PXA-H510/PXA-H900) and TV Monitor 


Monitor 
TME-M790etc 
(Sold Separately) 


Head Unit 
with Ai-NET 
(Sold Separately) 


_ System Switch _ 

When connecting a digital audio processor 
using Ai-NET feature, place this switch in the I 
EQ/DIV position. 


Ai-NET Connector 



Ai-NET Input 
Connector r 


Remote Control 
Output Lead (AUX1) 
(White/Brown) 


Digital Audio Processor 
PXA-H510/PXA-H900 
(Sold Separately) 


Fiber Optic Cable 


Digital Input 
Terminal (Optical) 
(Changer) 


Ai-NET Input 
Connector 
(CHANGER IN) 


Setting of DHA-S680P 

The DHA-S680P's system settings must be 
made after connections are completed. 
Before fixing the unit in place, refer to 
page 48 to change the system setting. 


Setting Item 


Ai-NET setting 


. H.U.CONTROL setting 



Digital Ou^ut 
Terminal 
(Optical) ^ 


Ai-NET Connector 
(Black) 


DVD Changer 
DHA-S680P 


Ai-NET Connector 


Digital Output 
Terminal (Optical), 
can't be connected 


CD Changer I 
(Sold Separately) I 


Connecting mote than 2 CD Changers to the above system using the Versatiie Link 
Terminai KCA410C i--^SSrJ 


Rber Optic Cable 


Digital Audio Processor 
PXA-H510/PXA-H900 
(Sold Separately) 


^ Remote Control 
.0 Input Lead 
I (White^rown) 

•R 

tu 

< 

a Video Output 
11 Connector ___L 


Digital Input 
Terminal (Optical) 
(Changer) 

Ai-NET Cable 


Ai-NET Input 
Connector 
(CHANGER IN) 


Digital Output I 
Terminal 1 

(Optical) J 


i Ai-NET Connector 
(Black) 


Digital Output 
Terminai (Optical), 
cant be connected 


DVD Changer 
DHA-S680P 


Ai-NET Connector 
(Gray)__ 


Ai-NET Connector 
(HEAD UNIT) 



Ai-NET Connector 
(CHANGER 2) 


VERSATILE LINK Terminal 
KCA-410C 
(Sold Separately) 


Digital Output 
Terminal (Optical), 
cant be connected 


Ai-NET Connector 
(CHANGER1) 


CD Changer 
(Sold Separately) 


f 

CD Changer 

^ qiJM U ill— 

Ai-NET Cable 

(Sold Separately) 


NOTES 

• Be sure to switch the head unit's system switch before turning the power on. 

• The switched Power Lead (Ignition) connection is not needed. 

• Also refer to the operating instructions of the other products in the system. 

• To connect a rear monitor, connect to the front monitor's RCA output (TV Tuner Box). 

• When a CD changer is connected to the DHA-S680P, inserting a magazine into the DHA-S680P while the CD changer 
is playing will result in the sound of the CD changer being muted because of the DHA-S680P disc check being 

• When connecting the optical digital output to a digital audio processor, be sure to make connection to the CHANGER 
connectors of the digital audio processor optical digital input connectors. This arrangemen t allows you to enjoy Dolby 
Disital 5.1 Channel Surround and other effects even when connection is made to the CHANGER connectors.^ 

• When combining the DHA-S680P and the CD changer (CHA-S624), the optical digital output of the CHA-S624 cannot 

be used. — -j g — 

























DHA-S680/DHA-S680P 

Connecting an Ai-NET compatible Head Unit (Head Unit available after 
January 2001: CDA-7990R/CDA-7873R/CDA-7878R etc.), DVD Player 
(DVA-5205P), Digital Audio Processor (PXA-H510/PXA-H900) and TV 
Monitor 


Monitor 



TME-M790 etc. 


System Switch 

(Sold Separately) 


When connecting a digital audio processor 
using Ai-NET feature, place this switch in the 



A 

EQ/OIV position. 

{Ml 


AV-lnterface Unit 
TME-M790 etc 
(Sold Separately) 



AUX Video Input 
Terminal (AUX1) 


Video Output 
Connector i— 


Remote Control 
Output Lead 
{AUX1) 
(White/Brown) 


Remote Control 
Input Lead 
(White/Brown) 


AI-NET Connector 

r—► 

/U-NET Cable 


Head Unit 
with Ai-NET 
(Sold Separately) 


j Ai-NET Connector 
I (Gray) 


Setting of DHA-S680P 

The DHA-S680P's system settings must be 
made after connections are completed. 
Before fixing the unit in place, refer to 
page 48 to change the system setting. 


Setting Item 


Ai-NET setting 


H.U.CONTROL setting 


Setting 


DVD-CHG 


ON 


RCA Extension Audio OutplT’ 
Connector 

Only when connecting with rear monitor 


DVD Player 
DVA-5205P 
(Sold Separately) 


Ai-NET Connector 
(Black) 

|—ancdp— 


AI-NET Cable 


Remote Control 
Output Lead (AUX2) 
(White/Brown) 


Digital Output 
Terminal (Optical) 


Digital Input 
Terminal (Optical) 
Rber Optic Cable^ • 

■-ci>-► 


Ai-NET Input 
Connector 


Remote Control 
Input Lead 
(White/Brown) 


Video Output 
Connector . 


Fiber Optic Cable 


-Q>- 


Digital Input 
Terminal (Optical) 
(Changer) 


Digital Audio Processor 
PXA-H510/PXA-H900 
(Sold Separately) 


Ai-NET Input Connector 
(CHANGER IN) 


Digital Output 
Terminal 
(Optical) ^ 


Ai-NET Connector 
(Black) 


Ai-NET Cable 


DVD Changer 
DHA-S680P 


Ai-NET Connector 
(Gray) 


Digital Ou^ut 
Terminal (Optical), 
can’t be connected 


Ai-NET Cable 


-MTibmn- 


CO Changer 
(Sold Separately) 


NOTES 

• Be sure to switch the head unit's system switch before turning the power on. 

• When connecting the DVD player (DVA-5205P), be sure to connect the DVA-5205P's video output/audio output (when 
using a rear monitor) to the AV head unit's AUXl. Connect the DHA-S680P's video output to the AUX2. 

• The switched Power Lead (Ignition) connection is not needed. 

• Also refer to the operating instructions of the other products in the system. 

• To connect a rear monitor, connect to the front monitor's RCA output (TV Tuner Box). 

• When a CD changer is connected to the DHA-S680P, inserting a magazine into the DHA-S680P while the CD changer 

is playing will result in the sound of the CD changer being muted because of the DHA-S680P disc check being 
petfonned. * 

• When connecting the optical digital output to a digital audio processor, be sure to make connection to the CHANGER 
connectors of the digital audio processor optical digital input connectors. This arrangement allows you to enjoy Dolby 
Digital 5.1 Channel Surround and other effects even when connection is made to the CHANGER connectors. 

• When combining the DHA-S680P and the CD changer (CHA-S624), the optical digital output of the CHA-S624 cannot 
be used. 
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AUX Video Input 

RCA Extension Cable Terminal (AUX2) 


DHA-S680/DHA-S680P 

• Connecting an Ai-NET compatible AV Head Unit (iVA-C800R/IVA- 
M700R/CVA-1005R), DVD Player (DVA-5205P) and Digital Audio 
Processor (PXA-H510/PXA-H900) 




_ System Switch _ 

I When connecting a digital audio processor 
'using AI»NET feature, place this switch in the 
EQ/DIV position _ 


E%iv 


AV Head Unit 

IVA-C800R/) VA-M700R/CVA-1005R 
{Sold Separately) 


AI-NET Connector 

◄- 



AUX Video Input 
Terminal (AUX1) 


Video Output 
Connector 




RCA Extension 
Cable 


Remote Control 
Output Lead (AUX1) 
(White/Brown) 


Remote Control 
Input Lead 
(White/Brown) 


Ai-NET Cable 


Setting of DHA-S680P 

The DHA-S680P's system settings must be 
made after connections are completed. 
Before fixing the unit in place, refer to 
page 48 to change the system setting. 


Setting Item 

Setting 

Ai-NET setting 

CD-CHG 

H.U.CONTROL setting 

ON 


i Ai-NET Connector 
(Gray) 


Audio Output 
Connector 

- connecting with rear monitor 


DVD Player 
DVA-5205P 
(Sold Separately) 


Ai-NET Connector 
(Black) 




Ai-NET Cable 


Remote Control 
Output Lead (AUX2) 
(White/Brown) 


Digital Output 
Terminal (Optical) 


Digital Input 
Terminal (Optical) 

Fiber Optic Cable 

- o -► 


Ai-NET Input 
Connector 


Remote Control 
Input Lead 
(White/Brown) 


Video Output 
Connector 


Fiber Optic Cable 


—o-^ 

Digital Input 
Terminal (Optical) 
(Changer) 


Digital Audio Processor 
PXA-H510/PXA-H900 
(Sold Separately) 


Ai-NET Input Connectoi 
(CHANGER IN) 


Digital Output 
Terminal 
(Optical) , 


Ai-NET Connector 
(Black) 


Ai-NET Cable 


DVD Changer 
DHA-S680P 


NOTES 

• When connecting the DVD player (DVA-5205P). be sure to connect the DVA-5205P's video output/audio output (when using a 

rear monitor) to the AV head unit s AUXL Connect the DHA-S680P*s video output to the AUX2. * 

• Be sure to switch the head unit's system switch before turning the power on. 

• The switched Power Lead (Ignition) connection is not needed. 

• Also refer to the operating instructions of the other products in the system. 

• To connect a rear monitor connect to the front monitor's RCA output (TV Tuner Box). 

When connecting the optical digital output to a digital audio processor, be sure to make connection to the CHANGER 
connectors of the digital audio processor optical digital input connectors. This arrangement allows you to enjoy Dolby 
UigitaL XI Channel Surround and other ejfects even when connection is made to the CHANGER connectors 

• Even when the DHA-S680P Ai-NET settings are set to CD-CHG, making connection of the optica! digital output to the 
digital audio processor allows you to enjoy Dolby Digital 5.1 Channel Surround and other effects. 

rte Versatile Link Terminal (KCA-410C), only connection of the CHANGER can be used. The AUX connector 
oj KLA-4JUC cannot be used. 
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DHA-S680/DHA-S680P 

• Precautions when Connecting and Using the DHA-S680P with 
the Versatile Link Terminal (KCA-41OC) 


When connecting the DHA-S680P with the Versatile Link Terminal (KCA-41 OC), change the system settings of 
the DHA-S680P according to the following procedure before connecting the KCA-41 OC. 


1 


Make the connections for making the DHA-S680P system settings. 


NOTE 

After connecting the DHA-S680P to the KCA-410C, DHA-S680P system setting changes will not be possible. 



2 Refer to “Changing the System Settings” (page 48) to change the system. 

• Ai-NET setting: CD-CHG 

• H.U.CONTROL: ON 

3 Once the system settings have been changed and the operation check completed remove the battery, 
refer to Page 57, and connect the Versatile Link Terminal (KCA-41 OC) 

NOTES 

• When using the Versatile Link Terminal (KCA-4I0C) and connecting the DHA-S680P, connect the DHA-S680P Ai-NET 
cable to the CHANGER! connector of the KCA-4WC. 

• When combining the DHA-S680P and the CD changer (CHA-S624), the optical digital output of the CHA-S624 cannot 
be used. 
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DHA-S680/DHA-S680P 


• Connecting an Ai-NET compatible Head Unit (Head Units available 
after January 2001, except CDA-7990R), DVD Player (DVA-5205P), 
Digital Audio Processor (PXA-H510/PXA-H900) and TV Monitor 


Monitor 
TME-M790 etc 
(Sold Separately) 


System Switch 




When connecting a digital audio processor 
using Ai-NET feature, place this switch in the 
EQ/DIV position. 


^%\V 


li 


5< E 
=) « 
< f- 



AUX Video Input 
Terminal (AUX1) 


Video Output 
Connector 


AV-Interface Unit 

TME-M790 etc 
(Sold Separately) 

Ai-^ 

1 

iBT Connector 

nn - k 

Head Unit 
with Ai-NET 
(Sold Separately) 

. 




Remote Control 
Output Lead (AUX1) 
(While^rown) 


Remote Control 
Input Lead 
(White/Brown) 


Ai-NET Connector 
(Gray) 


Setting of DHA-S680P 

The DHA-S680P's system settings must be 
made after connections are completed. 
Before fixing the unit in place, refer to 
page 48 to change the system setting. 


Setting Item 

Setting 

Ai-NET setting 

CD-CHG 

H.U.CONTROL setting 

ON 



DVD Player 

DVA-5205P 

r 

I 

1 

1 

(Sold Separately) 


Audio Output 
Connector 
L when connecting with_rear inonitOT 


Ai-NET Connector 
(Black) 

[—i ,.n Q — 


^ ^ Digital Output 
Terminal (Optical) 


Remote Control 
Input Lead 
(Whiteffirown) 


Video Output 
Connector 


Remote Control 
OutputLead (AUX2) 
(White/Brown) 


Fiber Optic Cable 


Digital Input 
Terminal (Optical) 
(DVD) 

o - 


Ai-NET Input 
Connector 


Fiber Optic Cable 


Digital Output 
Terminal (Optical) 


f 


~C1>- 

Digital input 
Terminal (Optical) ' 
(Changer) 


Digital Audio Processor 
PXA-H510/PXA-H900 
(Sold Separately) 


DVD Changer 
DHA-S680P 


Ai-NET Connector 
(CHANGER 1) 

-►! 


Ai-NET Input Connector 
(CHANGER IN) 

At-NET Connector 
(HEAD UNIT) 


w- 


Ai-NET Connector 
(Black) 


Versatile Link Terminal 
KCA-410C 
(Sold Separately) 


Ai-NET Connector 
(CHANGER 2) 


Ai-NET Cable 

—-dh— 




Digital Output 
Terminal (Optical), 
cani be connected 


•dieH 


CD Changer 
(Sold Separately) 


NOTES 

• Be sure to switch the head unit's system switch before turning the power on. 

• When connecting the DVD player (DVA-SIOSP), be sure to connect the DVA-5205P's video output/audio output (when 
using a rear monitor) to the TV monitor’s AUXL Connect the DHA-S680P’s video output to the AUX2. 

• The switched Power Lead (Ignition) connection is not needed. 

• Also refer to the operating instructions of the other products in the system. 

• To connect a rear monitor, connect to the front monitor’s RCA output (TV Tuner Box). 

• When connecting the optical digital output to a digital audio processor, be sure to make connection to the CHANGER 
connectors of the digital audio processor optical digital input connectors. This arrangement allows you to enjoy Dolby 
Digital 5.7 Channel Surround and other effects even when connection is made to the CHANGER connectors. 

• When using the Versatile Link Terminal (KCA’4]0C) afid connecting the DHA-S680P, connect the DHA-S680P Ai-NET 
cable to the CHANGER! connector of the KCA-4I0C^ Before connecting KCA-4I0C, change the system setting (page 
56)ofDHA-S680P. 

• Even when the DHA-S680P Ai-NET settings are set to CD-CHG, making connection of the optical digital output to the digital. 
audio processor allows you to enjoy Dolby Digital 5.J Channel Surround and other effects. 

• When combining the DHA-S680P and the CD changer (CHA-S624), the optical digital output of the CHA-S624 cannot 
he used. 
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DHA-S680/DHA-S680P 


(Japanese Model Only) 
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DHA-S680/DHA-S680P 


vX-tA7-v7^(D0iJ 

• vXxA7'v::^Bt(DC';±S 

• ^iStlST^, DHA-S680®vXxAi£$S^$‘f SI". 


• DHA-SBSO^'^'y K'i—"i* AV^'V I'.n— "j ACCM!;TS3 t-cFL'o 

■ ALPlNExv^^U-Tl-—f-C^-(PXA-H510. PXA-H900^) \Z%^ !2'-f, 

. ^□^2.;;-9—^^.:;^;UA*4B'F<»CHANGER4i?-lcg^tLT<^£$L'o 
croli^, GHANGERiS^ICtfi^LTt, JU5.1 L^^l'fcfc'lttt., 

■ ALPINE VERSATILE LINK TERMINAL (KCA-410C) ^ISoTT, DHA-S680$Ji^f DHA-S680<7)AI-NETn]—Kli 

KCA“410C(DCHANGERlJi^'*^S^U"C < 

KCA-410C^ffi'DTSISf-alia. DHA-S68O0)vX'TAS$#liA''^MI-^i:y^'fro'C46'<—v^#^,L'Ci£$^t7oT< 

fi^L'o 

• DHA-S680<!nCDy^X VvT— (CHA-S624) CHA-S624©itT'V^ 

• DHA-S680<!: ALPINE TV^^iS!-. AV-n-v Ka.^V feSL'lOg^ =i >X*=i-F' (S/^) li!2'rif®LT<fc' 

m±(0Tv=E-‘5‘-tmmt^m-tit. F^i^fflLT<f£$L'o 

• Ai-NETl^M)*'^':/ \^'iL—"j 74'K^ • Zfn-t'y^— (PXA-H510. PXA- 

H900II) /Ty=E-^ — ^^^t^ 



§ •AI-NETimiS'^v F^-v F<!:7 v^!;F ■ ■^- 
i Memo ^O'b’yy ^ 

r-cT • -fa-bv+l—O^BJ^ 
li^y 7 'f —y"—LT 

L'o AI-NET!il*y—:?^Ui:{»ffl-CTigl^L4i:t' 

■e< T£$L'o G®iialis • :t 

—■:yn-b'ytl—03=1 > hP— 

• Ai-NETl^S4f!:'^ V FP--V F^SitL!il'T:\ 

■ :i— 

NETai*y— 

• 7 t—TT:t- Tfa-tr 

•v-y—®p> EP—o 

• 'J=E=i>A 

*=i-F (6/^) ©liJiil^^T'-ro 

(0'J^pV 


DHA-S680fS^ 

gl^ii®7^DHA-S680®'>:^'r U SI"» 

i!p°p S aS'T-I>fll-# 3 R£#P. L T vX T 
L-C<t£^LV 



is^ 

Ai-NETie^ 

CD-CHG 

H.U. CONTROLi§$ 

OFF 


- 25 - 






















DHA-S680/DHA-S680P 


• Ai-NET>^ftsAV^‘:/ Kzl-'> h (2001^1 ^mP^^^Ai-NET^PSAV^'> h IVA- 

M701J/IVA-C801J^f <!: ) /-r P-tr'>+)■— (PXA-H510, PXA- 

H900) 



liiil'-r, l:il$ON■rSBt^l-^ToT<^■£^L'o 


# (Sffla#) 

LMme AV'^'-J h’a.-v ^-OAUXilz^rntx < 

t£$L'. 

• 4:«roACC®Mn- KliSit^MT'-To 

• CTKT ^ L'o 

—©RCA OUTPUT (TVg^a—y—BOX) 
LT<fc'^L'„ 

• DHA-S680l-CD^x>v-¥-^SiSLfc^^. 

CD^xVi/-^ —$S44>ICDHA-S6801 CT*'v 

DHA-SeSoro-xTX^^^^x-y^ 
S'^T^'Pfcft, CD^x>v-V—(DW^I^Sx—h 
y^fo 

• T vi>)U ■ ^—T'( ^ • 7P-b ^jfe-r 
!±l*^S^-r-51i^l±. iK'-f, xv$)U-:t—XT 
^ ■ 7P-tr'7-9—ifeTV^!)UA*iB?-(7)CHANGER 
im^lzmmLX<fz^l\ CCDii^, CHANGERiffi 

h*;nf—rv^i^us.i^x^Tuu-y- 
^Ov K^fifro-y-'^v Klifc*LM'fct'l+S-ro 

• DHA-SSSOtCDy^i Vv^-{CHA-S624)^iiiI 

CHA-S624(t>3fex':?$!)Uaj* 


DHA-S680^^ 

®iS*IT^DHA-S680ffi'>X-r A.iSg;b<!ei.^(C3S: tj 

SBB$llS;'T^fH:;#*£#SgLrvXxAiS$$kM 

LX<t£$L\ 


issas 


Ai-NETlfeg 

DVD-CHG 

H.U. CONTROL^^ 

ON 
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DHA-S680/DHA-S680P 

• Ai-NETj^lSAV^'y Kil-'V h (2001^1 ^ Ja^roAi-NETj^fSAV'N':; F'lL-K IVA- 
MVOU/IVA-CSOUncif) /DVDT^b—'T- (DVA-5205J) 

(PXA-H510. PXA-H900) 




DHA-S680S^ 

g!^iS!lT^DHA-S680 ®'>XtA|£^*<!£ i.SIC!Ef y t.t„ 
Lr<y£$L'„ 




Ai-NETS^ 

DVD-CHG 

H.U, CONTROLIfe^ 

ON 


iDVDr^b-^- (DVA-5205J) DVA-5205J(D('J 

AV-^'V Ka-'V hroAUX1lcSi^LT<y'^L'<. croJi^. :$;ScDfT^tii*liAUX2lC}g^Lr<f£^t'o 
I :$:^S<0ACCW;1n-» 

) -7n> f-ffiil^iT'Ji-CORCA OUTPUT (TV^a.-:!—BOX) ^ftMUT<fc*^L'„ 

iDHA-SeSOlzCDg^x^v-V-^ttltUfcli^. CD^i 7£;A’-^W±4>ICDHA-S680IC7 **v Al"^ DHA- 
SeSOCD-r-f X7^x‘>7 ^^7^C7fctt. CDf=-i7v-\>—(O' b^ItSx— hA<A'i'y^‘f„ 

■ T^niz-y-y—!2'-r\ ■ :T-T'f:!|-• :^d-Iz 7+)— 

v-5i;UA*ilffi^roCHANGER^?-lcSi^Lr<fc*?t'o OCOif^, CHANGERSi^lCfi^LTt,, FOUf—x-7^!;b5.1 
hVcCt'ro-y-o vKi±fc'*Li^i'fct£its-ro 

► DHA-S680i:CDy^i>-7^-(CHA-S624)^iffl*-^t)-ti-fcii^l±. CHA-S624ropfeTi;$;^tB*l^^^ffl■e#^-^■^. 
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DHA-S680/DHA-S680P 


• Ai-NET$^IiS^‘^ K-3-—'V H (2001#1^iii.P#^roAi-NET$^j^r'<^'>Kn.r:‘yhCDA- 

7990J/CDA-7877J ;U • Tt"—(PXA-H510, PXA- 

H900) — 


mm 




Ai-NETS^J5 
Kj.—‘ y h (S'Jro) 




va.-'ir hflin 
erco/uivai: 


EQ/Dtv 


AI-NET=j:f'.^7$-^ 

■ I kacj —-cd^ 



- 


Ai-NET^fS 



1- 

(»]S) 


Ai-NETA* 

Ai-NETA* 
(CHAN GER IN) 

cm-rn 



B 

c 


® 

® 





--- 

DVD^i>i?7— 

DHA-S680 

@ 

rw 1 

-p 

! 


® 1 

Ai-NETA* 

3A^7 5i— (K) 

DHA-S680|£$ 




(Ti-u^) ' 


A •^•:/ Kjx::i'> hWlOvXxA ■ X-f 

^ ii!2'-r\ «ii$ON-r€>HtrictTo-c<t=$t'„ 


Ji:^i^7^DHA-S680®vX-xi.ig$*<!2'^l::&y^'fo 
Sp°p$@$-r‘S>filc#*^#^,LTyX'TAiS$^^i; 
Lr<K$L'. 



iSS 

Ai-NETi£$ 

DVD-CHG 

H.U. CONTROUeS 

ON 


# ±|B(D'>AT’AlcVersatile Link Terminal (KCA-410C) -^TCD Changer$^2-aiii.± 




P3 


3fe7T</<— 


DVD^^zi/iz-V— 

DHA-S680 @ 

Ai-NETX* 

I-" Ai-NET 3 ^ — 


(HEAD UNIT) 


1—^ ~i-rM--tfflB '■■* 


Ai-NET=i^<^^f- 
(CHANGER2) ^1 


VERSATILE UNK TERMINAL 
KCA-410C (»j3c) 


Ai-NETJJ(5 

SfclJ 

MD7i‘-/vV-{»i5c) 


—ani 


3t7 7 ■</%*- 

UmLtitA, 


Ai-NETa—K 


Ai-NET3:t- 

(CHANGER 




•oM 


Ai-NET3-K 


Ai-NETJil5 
CD7z>v-V— 

^ fclj 
MD7 i>v-^’~(Ri15c)| 



Memo 


• ;$:#<OACCm:Tin-KliSSt^S-efo 

• I'. 

0 7P> hffiiJ^-^-roRCA OUTPUT (TVf^n-:)—BOX) L'o 

• DHA-SeSOI-CDf^xV-:?-^—CD'TxViJ-V—$-S:t'TI~DHA-S680l~7**':/>^}fA'fDHA- 

SSBOCDtT XZ? X 9 fcft. CD?" X £ X—p A^A'A'y S'f o 

• • :!|--f''f:t • 7o-fe•:/-?—Tv$!;U • :t-T-<:!|- ■ 7 p4z-:^+(— 
;UA*5ffi?-CDCHANGERiffi?-(cS!®UT< A£^FL\ ZO^-^. CHANGERg?-lTltilUTt< PVUt*— 

• DHA-S680i:CD?-x >v-V—(CHA-S624)^i|li?-&^1i-A:linli. CHA-S624(7)3t-T 
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DHA-S680/DHA-S680P 

• Ai-NETMPt'^'y Kn.—K (2001^1^JiiPi^roAi-NETJtlt'^'yK:i—‘VKCDA- 
7990J/CDA-7877J>d:<^') /DVDT^b—V- (DVA-5205J) 

(PXA-H510. PXA-H900) /TV^ — ^ — 



A KrLz:<:/ hfiiJ®vXxA ■ X-fk) A'k 

^ liitl'-r, «;Ti^ON-ri)1tilc^ToT<f£$L'<. 


DHA-S680i£$ 

}S^II7^DHA-S680®'>XxAiS$*<!2'^|:;35f y St'o 
LT </£$!,'„ 



iss 

Ai-NETS$ 

DVD-CHG 

H.U. CONTROLS^ 

ON 


Memo 


• DVD7U—V- (DVA-5205J) DVA-5Z0SJ<D\£^tiiitiy'^Ptiitl CJ 

AV^-V hroAUX1irgi^LT<f£$l'o croif'^, ^®rot'-T:i-ti4*liAUX2lc}g^LT < ^f^U'o 

• 4=#®ACC«:13-Kli1tic=FS-C-r. 

• XO>l'f)^-'S!-roRCA OUTPUT (TV^il-±-BOX) ^mmLX<fztl\ 

• DHA-SeSOI-CD-y-x , CD'^x ^-S^^tfl-DHA-SSSOICV* vV^Jf At"•5 i s DHA- 

sesoro-r-f X£7 g^x >;;£7 CD^x y S'f o 

• •tv^;U- 7!—TiK'-f, 7':^^Ji' - 

^UA:^l3s^roCHANGER4ffi'?-l^iSSSL.T < ?£c?l/'o XOi^a^ CHANGERSiT-lcS^UTt, KUUbf— 
■v>7'^L''y’x7V K<?i£®'9'7> 

• DHA-SeSOiCD^x^v-V—(CHA-S624)f'iiiiy-^^:>-frfciiali. CHA-S624CD5^c-rv^'TUt±i*liffiffl'C'#Slt^. 
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Ai-NETStf&Av^‘y h (IVA-M700J/IVA-M700JS^j:i:) /DVD:7b—-V— 

(DVA-5205J) ■ Zfn±'y+f— (PXA.H510. PXA-H900) 


Ai.NET?4l5 

AV'^y Ka=.‘y h mm 
(IVA-M700J/IVA-M70QJS tSiH) 


n.i»Kaavt-«» 

w»li 

^rto/Divnt: 


AI-NETa:^^?^~^ 


! AUX1 
hrr, 


AUX1 

u^3>ai* 
3-K (fi/5S) 



Ca/3!E) 


DVD:^b—V*“ 
DVA'5205J 

mm 


^ Ai-NETA* 
n (K) 


Ai-NETte* 

(SR) 




(77-D^) 


AUX2 

, a-h* mym 


a Jfc-T 




;u 

(DVD) 



Ai-NETA* 
-- 


7^3 > (g 
ATja—K 
(a/3S) 


jHcxi?"? )U 




Ai-NETtt* 

(E) 


I 

(CHANGER) 


Ai-NETjt^lES 

r-Ci- • 

:7p-tr*i^-7— (&J3E) 


Ai-NETA* 
(CHANGER IN) 


Ai.N£Ta-K («#M) 


® 

© © 


DVDT'xbv*^- 

DHA-S680 


Al Ki—•;/ KMCDvXtA- X-f y 

li!2'-r\ «il^ON-r5Bul:;tTor<fc*^L'o 



DHA-S680IS^ 

ffiiii|l7^DHA-S680rovX^A|£S!!)''!ei>Ml::^fi'J^-r 

Sffii&l$-r-5lu(:i§*$#P,LTv7.xASg£^M 

LT<f£^L'o 


1 

IS^^g 

fixJE 


AI-NETi£^ 

CD-CHG 


H.U. CONTROLS^ 

ON 


”Memo 


• DVD::^U—V- (DVA-5205J) DVA-5205JO)CJ UfflBt) liiK'-f. 

AV'^'V Ki=.':/ hcDAUX1|::ft^tLT<fc'^t.'c :^^CDt:'77|-tB*IS:AUX2lzfgSlLr <t£$L'„ 

•:$:^a)ACc«ji:3 - K'tt}iili^s-c-r<, 

• Si tli, htJ£B-^!-roRCA OUTPUT (TV^zL-:b-BOX) t'o 

• • T'P-b>:/+>—7v^;U • 7—• 7o-tr'y+^—jfe^ 

£?$i;UA*Sg^roCHANGER4ffi^(rjtilLT<«$l.'<, CHANGERiSTlCj^i^UTt. K;Uf-7'7^';b5.17 

7 K^c ifro-9-b > Kiifc'* Ui^i-'fcfc'it^-ro 

• DHA-S680a)Ai-NETiSS?CD-GHGlTLTt, 7-f :i- • 7P-1z'y9-—K 

;ut*—7v^;u5.i T'-vv^uu-y-^bv K^ci'ro-t^-bv Kiifc^Li^L'fcf£(tS7<. 

•VERSATILE LINK TERMINAL(KCA-41 Slf-a li. 7x ViJ-v—KCA-AI OCWAUX 
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DHA-S680/DHA-S680P 

• DHA-S680^VERSATILE LINK TERMINAL (KCA-41OC) C';± 

VERSATILE LINK TERMINAL (KCA-410C)lCDHA-S680$JilI-rKCA-41 
)i1:'DHA-S68O0vXT-Aig$^^MLT<T£^L'o 


1 . DHA-S680(D>7.^Am^^t^tzlt<Dmmi'ntji 9 


■Memo 


' KCA-410ClcDHA-S680$-JtMLfcfe<tT'(i, DHA-S680ro'>X-TAiSSlgMtt'C 



2. (#5^) ^#®Lr> 

•Ai-NETIS^ : CD-CHG 

• H.U. CONTROLIS^ : ON 

3. '>7>T^A|gS^EMHIl{T5tEA''ll7Lfcb. —UTVERSATILE LINK 

TERMINAL (KCA-410C)$g|^LT<7'$L^<, 


I # •VERSATILE LINK TERMINAL (KCA-410G)^fiE-Dr, DHA-S680^tii^iii-r^«^li, DHA-S68O0)Ai-NET=i 
I L Memo - Klj:KCA-410C®CHANGER1iBT-^JgilLr < fc'^L'. 

• DHA-S680<i:CD^i>v-V—(CHA-S624)^M(^'Qt)-y:fc^^lis CHA-S624ro3fe•TV^';^tii*li®ffl■C#^■a^^„ 
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DHA-S680/DHA-S680P 

• Ai-NET^Jt^^':/ h (CDA-7990J^^< 2001^^1 ^lil|fl(C^^$;KtcAi.NETJtJ^: 

AV^':/ h) yoyozfiy-^- (DVA-5205) /"f-'v^viu • ■ ::^p-tz‘:/+i- 

- (PXA-H510/PXA-H900) 



K:i-'V h-®J(7)vXT-A ■ X'( 


DHA-S680!S$ 

Sit*l7^DHA-S680® vXTAlgS!f)<i£:>®IC7j): y o 
® P'11 $ ilS-r-S ill::#5!5^ #gB L T'>X X Ai6^ 




Ai-NETi£^ 

CD-CHG 

H.U. CONTROL^^ 

ON 


f •DVD:^U—V- (DVA-5205J) DVA-5205JO t*T:f'i 

Memo TV^-$-(DAUX1(-g^LT<t£$L'„ ;$:^irofT:i-aj*liAUX2lCg^iLT<fc'$L'o 

• 3^«la)ACC«j®a-Kligl^=F^-r?-r, 

• ^+5-a-c t'o 

m 7P>hffiij^-$-roRCA output (tv^^.-- f— box) <f£^=L'o 

• iltts ■ T^P-b-v-y—itf' i 

v5';UA*Ji^<DCHANGERili^-|Z}tiiiLr<fc'^l,'o OcOlf^. CHANGERJgT^lcgiiiLTt. hUUt'-xix^iiyi/S.1i 

•V 0 > h'!ti:i*ro-y-^> Ki±fc'SJLi'#-L'fcfc*it^-r„ 

• VERSATILE LINK TERMINAL (KCA-410C)^fig-3T. DHA-S680^gl^-r-5^^li, DHA-S680roAi-NETP-h'li ! 

KCA-410C<0CHANGERl!lffi?-^^^LT<y£$L'„ Sfc. KCA-41 OC^®rpr}tSt-rSii^ttKCA-41 OC^tg^-T?,Btj i 
IZDHA-S68O0)'>7.x4^iSg^^MLr < (46^— 

• DHA-S680®Ai-NET^$^CD-CHGlC trt, x•/)■—• 7P-b':;-y—iTiSs K I 

vLt*—JL5.1 KJEft'ro-y-'yv Kiifc'*L»y-t'fct£it^-ro 

• DHA-S680<tCDy^i>i?-T—(CHA-S624)^M*-#-*7lit=«^li. CHA-S624®5feTv^z;UtB*liiSfflT?t 
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DHA-S680/DHA-S680P 


Specifications 

<AUDIO> 

Output Level (PREOUT 10k ohm, IkHz/OdB, Ai-NET) . CD (TCD-782): 850±150mVrms 

Video CD (TVD-581A): 850±150mVrms 
DVD (TDV-540); 850±150mVrms 

(PREOUT 10k ohm, IkHz/OdB, RCA-PREOUT) . CD (TCD-782): 1200±200mVrms 

Video CD (TVD-581A): 1200±200mVrms 
DVD (TDV-540): 1200±200mVrms 

Channel Balance (PREOUT 10k ohm, 1 kHz/OdB) . CD (TCD-782): 0±3dB 

Video CD (TVD-581A); 0±3dB 
DVD (TDV-540): 0±3dB 

T H D. (PREOUT 10k ohm, at 997Hz) ... CD (TCD-782): 0.05% 

Video CD (TVD-581 A): 0.1 % 
DVD (TDV-540, Ref. 1 kHz/48kHz sample): 0.05% 

Frequency Response (PREOUT 10k ohm. Ref. IkHz/OdB) . CD (TCD-782). 17Hz . 0±2dB 

127Hz;0±2dB 
10.007kHz: 0±2dB 
19.997kHz; 0±2dB 
Video CD (TVD-581 A): 21Hz : 0±2dB 
127Hz: 0±2dB 
10.007kHz: 0±2dB 
19.997kHz; 0±2dB 
DVD (TDV-540, Ref. 1kHz/96kHz sampie): 17Hz ; 0±2dB 

127Hz ;0±2dB 
10.007kHz :0±2dB 
19.997kHz; 0±2dB 
43.997kHz:-1±2dB 

S/N Ratio (PREOUT 10k ohm) .. (TCD-782); 90dB 

Video CD (TVD-581 A): 90dB 

DVD (TDV-540. Ref. 1 kHz/48kHz sample); 90dB 

Separation (PREOUT 10k ohm) .. CD (TCD-782) : 997Hz :75dB 

10.007kHz; 65dB 
Video CD (TVD-581 A): 1kHz : 75dB 
DVD (TDV-540); 1 kHz: 75dB 

De-Emphasis (PREOUT 10k ohm, Ref. IkHz/OdB) . CD (TCD-782); 4kHz ; -20±3dB 

16kHz-.-20±3dB 

Dynamic Range (PREOUT 10k ohm) ... CD (TCD-782): 85dB 

Video CD (TVD-581 A); 85dB 
DVD (TDV-540): 85dB 
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DHA-S680/DHA-S680P 


<VIDEO> 

Signal System . NTSC system (Oa) 

PAL system (•) 

Output Voltage (PREOUT 75 ohm) ... Video CD (TVD-581A): NTSC : 1±0.1V 

(HLV-402): PAL: 1±0.1V 
DVD (TDV-540): NTSC : 1+0. IV 
(DVD-NF200): PAL; 1±0.1V 

Frequency Characteristic (PREOUT 75 ohm) . Video CD (TVD-581 A): NTSC : 2MHz : 2±2dB 

(HLV-402): PAL : 2MHz : 2+2dB 
DVD (TDV-540): NTSC : 6MHz : 4±2dB 
(DVD-NF402): PAL : 6MHz : 4±2dB 

S/N Ratio (PREOUT 75 ohm) ... Video CD (TVD-581 A): NTSC : 45dB 

(HLV-402): PAL: 45dB 
DVD (TDV-540): NTSC : 55dB 
(DVD-NF200): PAL : 55dB 


<GENERAL> 

Power Supply . 

Dimensions (WXHXD) 
lA/eight ... 

<Pickup> 

Wave Length . 

Laser Power .. 


DC 14.4V (10.5-16V allowable) V 

. 255X77.5X194.9mm 

. 2.8kg 


655mm 
CLASS n 


NOTES : Due to Continuing product improvement, specifications and designs are subject to change without notice. 

O : For North American Model Only, 9 : For General Foreign Model Only, 

A : For Japanese Model Only, Others : Common. 
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DHA-S680/DHA-S680P 


Extension Cabie 

# When repairing or measuring the voltage of this unit, connect with the Extension Cable as shown in below. 

• Extension Cable UTT$ t'o 


DVD MECH P.W.Board 
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Video Block Main Block 


DHA-S680/DHA-S680P 

Block Diagram 
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Schemat i c 


D i a g r a m (1 /1 1 ) 


1 


2 



5 


6 
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7^-^-—B i c 


ALPI-00695 / DRUCK 5 


DHA-S680/DHA-S680P 



Main P. W. Board (1/8) 


46 




L 


DHA-S680/DHA-S680P 

Schematic Diagram (2/11) 



mujim 

mmsm 


BBB nflE2^ ^1li253^^PB 

B§^jSSBi5^gfei<g 


1 BdB 
|3. 3VP-0 

T 

Lgo 

-Orfl 

S-T-i| 1C2002 j 

« I p^NFM4SB0V< 

R2B08 **«•» -' 

f—"W-*-dMft (2/2> 

10k f 

> R2e06 

> 750 


-1 

_ ^ _ 

R5355 \ 

R5360 

1 1 . 2Vr«is 1 

1 (3. 4Vp-p) 1 , 

Rch 

E2OT5 R2011 I 

-yi---w—i——4 

3. 3/50ZT 5 . 6 k 

R2009 

2.2k 


Rch. . 

1 850ffl\/rms 

1 (2- 4VP-P> t 


22/16 

1 + 

6B-1/4 

' 0* 


LOW PASS FILTER 
PRE-AMP_ 


R2005> WtoTi 


ONO I-W—I 

Analog) R 2 ao 2 


BUFFER 
PRE-AMP 


L2011 

aLMnB252SDPT 


E2004 R2B17 

—yr --W—« 

3 3/50ZT 5.6K ! 


*~2!a» Lch^f 


22/16 47 


ANALOG SWITCH 
(AUDIO OUTPUT SWITCHING) 


I AUDIO MUTE) 

I ^IO_MUT£ I 


MA1S2 VA 
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8 

3.3Vp-p(PS) 

20 

3.3Vp-p(PS) 

32 

1 3.3Vp-p(PS) 

44 

3.3Vp-p(PS) 

9 

NC 

21 

3.3Vp-p(PS) 

33 

; 3.3Vp-p(PS) 

45 

3.3Vp-p(PS) 

10 

NC 

22 

3.3Vp-p(PS) 

34 

!3.3Vp-p(PS) 

46 

OV 

11 

3.3Vp-p(PS) 

23 

3.3Vp-p(PS) 

35 

i 3.3Vp-p(PS) 

47 

3.3V 

12 

3.3V 

24 

' 3.3Vp-p(PS) 

36 

I 3.3Vp-p(PS) 

48 

3.3Vp-p(PS) 





1 

5Vp-p(PS) 



2 

3Vp-p(PS) 



3 

5Vp-p(PS) 



4 

OV 



5 

3Vp-p(PS) 



6 

5Vp-p(PS) 



7 

3Vp-p(PS) 



8 

3.3V 







1 IC5007 1 

1 

CLK 

8 

: NC 

2 

CLK 

9 

! ov 

3 

5Vp-p(PS) 

10 

J ov 

IIIIIIIIIIIIIQIIII^^ 



mssEEmm 

5 

5Vp-p(PS) 

12 

1 5Vp-p(PS) 

6 

5Vp-p(PS) 

13 

! 5Vp-p(PS) 

7 

OV 

14 

1 5V 


1 IC5006 1 

1 

mBmssmat 

2 

! 5Vp-p(PS) 

3 

; ov 

4 

! ov 

5 

; 3.3V 


































































































































DHA-S680/DHA-S680P 



5Vp-p(PS) 


NC 


C 


NC 


5V 


4.9V 


5V 


5Vp-p(PS) 


NC 


NC 


C 


5Vp-p(PS) 


5Vp-p(PS) 


0 


4.9V 


NC 


NC 


OV 


OV 


5 


5V 


NC 


C 


OV 


NC 


NC 


5yp-p(PS) 


NC 


NC 


C 


5Vp-p(PS) 


NC 


NC 


OV 


C 


C 


NC 


NC 


NC 


C 


IC5302 





5Vp-p(PS) 


4.9V 


IC5303 



5V 


OV 


5Vp-p(PS) 



11 

1 5Vp-p(PS) 

12 

: OV 

13 

1 5V 


NC 

15 J 

I OV 

OV 

16 I 

1 5V 


1C5304 



5V 


5Vp-p(PS) 


5Vp-p(PS) 


5Vp-p(PS) 


1.8V 


2.4V 


5Vp-p(PS) 


OV 



IC5305 


4.5V 
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DHA-S680/DHA-S680P 


1 IC5307 1 

1 

OV 

2 

: OV 

3 

. OV 


i NC 

5 

: 2V 

6 

1 1.5V 

7 

! 4.9V 

8 

1 NC 


1 IC5306 1 

^ 1 

Ov 

8 


8.9V 

2 

4.5V 

9 

1 

4.5V 

3 

4.5V 

10 


4.5V 

4 

OV 

11 

i 

4.5V 

5 

4.5V 

12 

1 

OV 

6 

4.5V 

13 

"T" 

OV 

7 

4.5V 

14 

1 

1 

8.9V 



1ic53S§ 1 

1 

! 4.5V 

2 

i 4.5V 

3 

: 4.5V 

4 

1 OV 

5 

Tsv 

6 

n 4.5V 

7 

: 4.5V 

8 

! 8.9V 


1 IC5310 1 

1 

: 5Vd-d(PS) 1 

2 


3 

: OV 

4 

! 5Vd-d(PS) 

5 

-1 _5V_ 
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IC56n 


IC8002 


IC8004 

1 

1 8.9V 

2 

; OV 

3 

14V 


IC8007 


OV 

6 : 

2.7V 

OV 

7 1 

OV 

OV 

8 i 

OV 

3.7V 

9 ! 

OV 

4.9V 

10 ! 

OV 


5V 


14.4V 


0 


OV 


OV 


1C8008 

1 1 

1 3.3V 

2 1 

: 3.3V 

3 1 

1 2.6V 


1 |OT9 I 

1 1 

OV 

2 ; 

5V 

3 1 

3.3V 

4 : 

NC 


3.3 


3.3Vp-p(PS) 


3.3V 


OV 


3.3Vp-p(PS) 


3.3V 


: 3.3Vp-p(PS) 


3.3Vp-p(PS) 


3.3Vp-p(PS) 


: 3.3V 


3.3V 


IC9502_ 


3.3 


3.3Vp-p(PS)| 28 


3.3Vp-p(PS)| 29 


3.3Vp-p(PS) 


3.3Vp-p(PS) 


3.3Vp-p(PS) 


3.3V 


3.3Vp-p(PS) 




3.3 


3.3Vp-p(PS) 


3.3Vp-p(PS) 


3.3Vp-p(PS) 


NC 


3.3Vp-p(PS) 


3.3Vp-p(PS) 






OV 


3.3Vp-p(PS) 


3.3 


3.3Vp-p(PS) 


3.3Vp-p(PS) 


OV 


3.3Vp-p(PS) 
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DHA-S680/DHA-S680P 



E 

C 

1 

B 


E 

c 

B 

05001 

3.3V 

3.3V 

1 

2.6V 

Q8003 

4.6V ! 

OV 

OV 

Q5002 

3.3 V 

OV 


OV 

08007 

OV ; 

OV 

0.6V 

05301 

OV 

OV 

—1— 
1 

5V 

Q8008 

OV ! 

5V 

5V 

Q5303 

5Vp-d(PS) 

4V 

I 

OV 

08801 

5Vp-p(PS)i 

OV 

5Vp-p(PS) 

05305 

OV 


n 


Q8802 


OV 

5Vp-p(PS) 

Q5306 

OV 

OV 

1 

OV 

08803 

5Vp-p(PS)l 

OV 

5Vp-p(PS) 

Q5307 

OV 

OV 

1 

OV 

08810 

OV : 

5V 

4.9V 

Q5308 

OV 

ov” 

T" 

OV 

08811 

5V 1 

OV 

OV 

Q5310 

4.2V 


n 


09501 

2.3V : 

6.4V 

2.9V 

Q5361 

OV 

OV 

1 

5V 

09502 

7V ! 

4.5V 

6.4V 

Q8001 

OV 

4.5V 

I - 

OV 

09503 

3.7V i 

8.9V 

4.5V 

Q8002 

14V . 

14V 

"1 “ 
1 

13.3V 

09504 

OV 1 





1 : 

2 

: 3 J 

4 1 

5 

05304 

Nc : 

OV 

14V ; 

OV : 

OV 

05311 

8.9V : 

OV 

8.9V : 

OV i 

OV 

08009 

NC 

5V 

I 5V ! 

4.9V • 

OV 

08011 

NC i 

5V 

1 5V i 

5V 1 

OV 


[Measuring Conditions] 

• Power Supply Voltage 

• Measuring Meter 

• Measuring Point Reference 

• Measu ring Conditions 


: DC14.4V 

: Digital Multi Voltmeter 
: Between GND 
; TEST DISC play 
CD ; TCD-782 

VIDEO CD : TVD-581A 
DVD ; TDV-540 




1. 


DC14.4V 

2. 

: 


3. 

: 


4. 




CD : TCD-782 

VIDEO CD : TVD-581A 
DVD : TDV-540 
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DHA-S680/DHA-S680P 

Description of 1C Terminal 


M3080QFCGP : IC10 


No. 

Symbo I 

I/O 1 

Terminal Description 

1 

NC 

■ 

No connect terminal. 

1 

3 

4 

EJEQ 

n 

EJECT signal input terminal. 

5 

FG 

m 

Spindle Motor rotation signal input terminal. ! 

6 

PU 

- 

Pull-up connect terminal. 

m 

CNVSS 

- 

Pul I-down connect terminal. 

8 

LPS-SDA 

n 

LPS EEPROM SDA (for LPS) 

9 

LPS-SCL 

0 

LPS EEPROM SCL (for LPS) 

10 

/RESET 

m 

RESET signal input terminal. L:RESET 

11 

XOUT 

- 

Connected with OSC. 

12 

VSS 


Connected with 6ND. 

13 

XiN 


Connected with OSC. 

14 

VCC 


Power supply terminal. 

15 

PU 

- 

Pul 1-up connect terminal. 

16 

92/MINT2 

n 

interrupt terminal 2 of TC9469BF. 

17 

92/M INTI 

I 1 

Interrupt terminal 1 of TC9469BF. 

18 

97/Ml NT 

1 

Interrupt terminal of TC9497F. 

19 

NC(PULL-UP) 

- 

|Pul1-up connect terminal. 

20 

NC 

■i 

No connect terminal. 

21 

TESTS 

r- 

0 

Test terminal- 

22 

i TEST2 

23 

TEST1 

24 

EQF(NC) 

- 

No connect terminal. 

25 

VCONT 

0 

Power supply ON/OFF output terminal of Servo. 

26 

BRK 

0 

BRK output terminal. 

27 

FR 

mm 

FR input terminal. 

28 

LMTSW 

mm 

Limit switch detection terminal. 

29 

D232C0UT 

0 

Debug output terminal.(RS232C) 

30 

D232CIN 

n 

Debug input terminal.(RS232C) 

31 

NC 

a 

No connect terminal. 

32 

33 

H232C0UT 

0 

HOST communication output terminal. (RS232C) 

34 

H232C1N 

mm 

HOST input terminal.(RS232C) 

1 35 

PS 1 


Spindle Motor mute signal output terminal. 

I 36 

SRV MUTE 1 

0 ! 

Servo Driver mute signal output terminal. 

37 

PU 

! 

Pu11-up connect terminal. 

38 

START (PULL-DOWN) 

- 1 

Pul 1-down connect terminal. 

39 

PU 

1 

Terminal for FLASH writing, (connect pull-up) 

40 

NC 

1 

No connect terminal. 

n 

43 

44 

CE 

0 

Terminal for FLASH writing. 

45 

NC 

- 

No connect terminal. 

46 

92/MCE 

0 

TC9469BF/MCE. 
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DHA-S680/DHA-S680P 


No. 

Symbol 

I/O 

Terminal Description 

47 

92/MWR 

0 

TC9469BF/MWR. 

48 

92/MRD 

0 

TC9469BF/MRD. 

49 

97/MCE 

0 

TC9497F/MCE. 

50 

97/MWR 

0 

TC9497F/MWR. 

51 

97/MRD 

0 

TC9497F/MRD. 

52 

97/MA 

0 

TC9497F/MA. 

53 

97MD7 



54 

97MD6 



55 

97MD5 



56 

97MD4 

I/O 

MD of TC9497F. (DATA) 

57 

97MD3 



58 

97MD2 

i 


59 

97MD1 



60 

1 VCC 


Power supply terminal. 

61 

97MD0 

I/O 

MD of TC9497F. (DATA) 

62 

VSS 

- 

Connected with GND. 

63 

NC 

- 

No connect terminal. 

64 

MA6 



65 

MA5 



66 

MA4 



67 

MAS 

0 

MA of TC9469BF. (ADDRESS) 

68 

MA2 



69 

MAI 



70 

MAO 



71 

/B-HOLD j 

1 

Battery descent detection signal input terminal. 

72 

ACC 1 

1 

Wakeup/Stand-by switching input terminal of Drive. 

73 

/LDCNT 

0 ' 

CD/DVD PLL switching terminal. 

74 : 

/FDCNT 

0 ' 

Gain Down output terminal at FEED. 

75 

LDCNT 

0 

LD control signal output terminal. 

76 

FDCNT 

0 

Gain Down output terminal at FEED, 

77 

97/RST 

0 

RESET output terminal of TC9497F. 

78 

92/RST 

0 

RESET output terminal of TC9469BF. 

79 

M07 



80 

MD6 



81 

MD5 



82 

MD4 

I/O 

MD of TC9469BF. (DATA) 


83 

MD3 


! 

84 

MD2 

85 

MD1 

86 

MDO 

87 

LOAD- 

0 

Load Motor (-) output terminal. 

88 

L0AD+ 

0 

Load Motor (+) output terminal. 

89 

ELVM- 

0 

Elevator Motor (-) output terminal. 

90 

ELVM+ 

0 

Elevator Motor (+) output terminal. 

91 

BDET 1 

1 ! 

Servo power supply descent detection signal input terminal. 

92 

LPS ’ 

1 

LPS sensor input terminal. 

93 

HTMP 

1 

High temperature detection input terminal. 

94 

AVss 

- 

Connected with GND. 








































































































































DHA-S680/DHA-S680P 


No. 

Symbol 

I/O 

Terminal Description 

95 

LIMP 

1 

Low temperature detection input terminal. 

96 

VREF 

_ 

Standard voltaqe input terminal of A/D converter. 

97 

AVcc 

— 

Analog power supply terminal.___ - 

98 

MAGSW 

1 

Maaazine switch signal input terminal. 

99 

UNLDSW 

1 

UNLOAD switch signal input terminal. 

100 

LDSW 

1 

LOAD switch signal input terminal. 


111691 

No. 

11A : IC5001 

Symbol 

I/O 

Terminal Description 

1 

NC 

- N 

0 connect terminal. 

2 


3 

EMP 

1 C 

D emohasis signal monitor terminal. 

4 

VCC3 

- F 


5 

CLK 

0 C 

‘Pil system clock output terminal. (Used for wait control of MB86366PFY.) 

6 

SRAM-CS 

0 ^ 

;'S signal terminal of SRAM for PPM information storage. 

IrPermission. H:Prohibition)_____— 

7 

NC 

- 

ijo connect terminal. - - 

8 

nCS3 

0 < 

:S signal terminal of MB86366PFY outside connect SDRAM. 

(L:Permission. H:Prohibitio.n)------ 

9 

nCS2 

0 

'q signal terminal of ATAPI interface. (L:Permission, H:Prohibition) 

10 

nCSl 

0 

ZS signal terminal of MPEG Decoder and MbdbiibBHFY. 

(LrPermission, HiProhibitign)_______ 

11 

nCSO 

0 

r*; si anal terminal of Flash memory. (LlPermission, H:Prohibit ion) 

12 

NMIX 

1 

Connected with +3.3V. 

13 

HSTX 


14 

nRSTl 

1 

Outside RESET input terminal. 

15 

VSS 


Connected with GND. ---— 

16 

MDO 


/'DM rnTw^taraarti c^ttinn terminal. 

17 

MD1 

1 

(Set up in outside vector mode 1. (BUS width 16 bit); 

18 

MD2 

1 


19 

nRDY I ^ 

Outside READY input terminal. (Used for wait control.) 

20 

DVD/CD 

0 

Audio signal output terminal for master clock switching. 

(DVD=H. VCD=L. CD=L) -------- 

21 

NC 


No connect terminal. ___ —— 

22 

nRD 

0 

Outside BUS read strobe signal output terminal. — 

23 

nWRO 

0 

Outside BUS write strobe signal output terminal. 

24 

nWRl 


25 

D16 


Outside data BUS. (Bitl6)_____ .- 

26 

D17 


Outside data BUS. (Bit17) 

27 

D18 


Outside data BUS. (Bit18) 

28 

D19 


Outside data BUS. (Bit19)— 

29 

D20 


Outside data BUS. (Bit20)_— 

30 

D21 


Outside data BUS. (Bit21) 

31 

D22 

- I/O 

Outside data BUS. (Bit22) 

32 

D23 

■ 

Outside data BUS. (Bit23) 

33 

D24 

" 

Outside data BUS. (Bit24) ^ 

34 

D25 


Outside data BUS. (Bit25) ^ 

35 

D26 

“ 

Outside data BUS. (Bit26) 

36 

D27 


Outside data BUS. (Bit27) 
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DHA-S680/DHA-S680P 



Terminal Description 


Outside data BUS. (Bit28) 

I/O Outside data BUS. (Bit29) 

Outside data BUS. (Bit30) 


Connected with GND. 


I/O lOutside data BUS. (BitSI) 


0 lOutside address BUS. 


Power supply terminal for Digital. 


0 lOutside address BUS< 



Power supply terminal for A/D converter. 


A/D converter standard voltage terminal. 


GND terminal for A/D converter. 



No connect terminal. 


Video signal output MUTE signal terminal. (LrMUTE) 


Serial data input terminal between Video u-COM and Main u-COM. 


Serial data output terminal between Video u-COM and Main u-COM. 


Ana Iog audio out put MUTE signal terminal. (L:MUTE) 


Serial data output terminal for Audio DAC control. 


Serial communication enable output terminal between Video u-COM 
and Main u-COM. 
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DHA-S680/DHA-S680P 


No. 

Symbol 

I/O 

Terminal Description 

84 

DAC-RESET 

0 , 

Audio DAC RESET signal output terminal. {L:RESET) 

85 

DAC-MUTE 

0 1 

Audio DAC MUTE signal output terminal. (LrMUTE) 

86 

DAC-CS 1 

0 1 

Audio DAC Chip Select signal output terminal. 

87 

DAC-UT 

0 1 

Audio DAC Serial Data Latch signal output terminal. 

88 

DAC-CLK 

0 

Serial clock output terminal for Audio DAC control. 

89 

VMCLK 

0 

Serial clock output terminal between Video u-COM and Main u-COM. 

90 

VSS 

- 

Connected with GND. 

91 

XI 

0 

CPU system clock output terminal. 

92 

XO 

0 

CPU system clock input terminal. 

93 

VCC5 

- 

Power supply terminal for Digital. 

94 

RMRCV 

1 

Remote Control signal input terminal. (Polarity reversal) 

95 

nINTO 

1 

Interrupt signal input terminal. 

96 

RASO 

0 

RAS signal output terminal to DRAM. 

97 

CSOL 

0 

CAS signal output terminal to DRAM. (Low rank byte) 

98 

CSOH 

0 

CAS signal output terminal to DRAM. (High rank byte) 

i 99 

nDWO 

0 

DRAM write enable signal output terminal. (LrENABLE) 

100 

* NC 

- 

No connect terminal. 


D78F^ 

1216AGC : IC5301 

No. 

Symbol 

I/O 

Terminal Description 

1 

D MUTE 

0 

Digital MUTE control signal output terminal- 

2 

NC 

- 

No connect terminal. 


V power 

0 

Video block power supply control terminal. 

n 

NC 

- 

No connect terminal. 

5 

M power 

0 

Main power supply control terminal. 


NC 

- 

No connect terminal. 

B 

M^ACC 

0 

ACC(Stand-by) control terminal of Mechanism Drive. 

8 

NC 

- 

No connect terminal. 

9 

VDD 

- 

Connected with VDD+5V. 

10 

12.288MHz 

B 

Connected with Main system clock. 

11 

12.288MHz 

B 

12 

GND 

- 

Connected with GND. 

13 

NC 

- 

No connect terminal. 

14 

GND 

- 

Connected with GND. j 

15 

RESET 

- 

Reset input terminal. 

16 

BATT-DET 

1 

Battery voltage detection input terminal. 

17 

ACC-DET 

B 

ACC power supply detection input terminal. 

18 

AI-INT 

1 

Ai-NET BUS 1C interrupt terminal. 

19 

CS-VFD 

1 

Main u-COM chip select input terminal. 

20 

NC 

■ 

No connect terminal. 

21 

■ 

22 

NC 

- 

No connect terminal. 

23 

VDD 

- 

Connected with VDD+5V. 

24 

VRef 

- 

A/D reference power supply terminal of High-temperature detection. 

25 

Hi-Temp 

1 

High-temperature detection terminal. 
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DHA-S680/DHA-S680P 


Terminal Description 





AI-SIN 


AI~S0UT 


AI-SCLK 



DATA-SER in 


DATA-SER out 


CLK-SER 


EJECT-LED 


LED OFF 


DVD MODE 


VCD MODE 


CD MODE 


M RESET 


MAGZ SW 


EJECT-IN 


EJECT-OUT 


V.RESET 


Connected with GND. 


No connect terminal. 


Connected with VDD+5V. _ ,, _ 


No connect terminal. 


Serial data signal input terminal from Ai-NET BUS 1C. _ 


0 Serial data signal output terminal to Ai-NET BUS 1C. _ 

0 Reset communication sync, signal output terminal to Ai-NET BUS 1C. 


No connect terminal. 


Mutual data line input terminaL__ 


0 [Mutual data line output terminal. ___ _ 


Clock signal input terminal from Video u-COM, 




0 |Eject-LED contr ol terminal of Mechanism Drive 








0 ILED control terminal. 


No connect termina 


0 LED control terminal. 


0 iHard Reset terminal of Mechanism u-COM. 


Magazine switch input terminal.__ 


No connect terminal. 


Mechanism Drive EJECT signal input terminal. 


0 [Mechanism Drive compulsion EJECT output termina 


Input terminal for ACC detection confirmation. 


0 [Power ON Reset terminal. ___ 


No connect terminal. 


Connected with GND. 


No connect termina 


0 [Ai-NET Audio output switching terminal. 


0 Audio MUTE control signal output terminal. 


No connect terminal. _ 


0 [video MUTE control signal output terminal. 


No connect terminal. 



























































































DHA-S680/DHA-S680P 


No. 

Symbol 

I/O 

Terminal Description 

81 

VDD 

- 

Connected with VDD4-5V. 

82 

REMOUT 1 

0 

Remote Control signal output terminal. 

83 

NC 

B 

No connect terminal. 

84 

85 

AI-RESET 

0 

RESET signal output terminal to Ai-NET BUS 1C. 

86 

Al-R/W 

0 

Read/write select output terminal to Ai-NET BUS 1C. 

87 

AI-RS 

0 

Register select signal output terminal to Ai-NET BUS 1C. 

88 

NC 

1 

No connect terminal. 

— 

90 

91 

REMIN 

1 

Remote Control input terminal. 

92 

NC 

B 

No connect terminal. 

93 

94 

VPP 

- 

Connected with GND. 

95 

NC 

1 

No connect terminal. 

a 

100 


II30800FCGP : ICin 




1/0 

m m t ^ m. 

1 

NC 

1 


mm 


BB 

EJECT 

1 

EJECT(f-§-A*SS'?o 

5 

FG 

1 


6 

PU 

- 

Pull-up^«S^o 

7 

CNVSS 

- 

Pul l-down^mS^^o 

8 

LPS-SDA 

1 

LPS EEPROM SDAo (LPSffi) 

9 

LPS-SCL 

0 

LPS EEPROM SCLo (LPSffi) 

10 

/RESET 

1 

(L : yw) 

11 

XOUT 

- 


12 

VSS 

- 

GND^ffi-fo 

13 

XIN 

- 


14 

VCC 

- 


15 

PU 

- 

pun-up^ma^c 

16 

92/MINT2 

1 

TC9469BFilJua*^^^-2c 

17 

92/M1NT1 

D 

TC9469BFilJU3i*-^^-1c 

18 

97/MINT 

1 

TC9497F*!IUjaASS?-o 

19 

NC(PULL-UP) 

- 

Pul 

20 

NC 

- 


21 

TESTS 

0 


22 

TEST2 

23 

TESTl 

0 

o 

24 

EOF (NO 

- 

o 

25 

VCONT 

0 

f-*'0N/0FFl£l 

26 

BRK 

0 

BRKtiltliif-o 






































































































DHA-S680/DHA-S680P 



I/O 

fig t m m 

FR 

1 


LMTSW 

n 


D232C0UT 


ri\'yrmi3iQ^c (RS232C)„ 

D232CIN 

n 

ri\'yrXt)m=?-o (RS232C)„ 

NC 

B 


H232C0UT 


HOST)iffitil*^^o {RS232C) 

H232CIN 

n 

HOSTAASffi'fo (RS232C) 

PS 



SRV MUTE 

0 


PU 

- 

Pul l-up^^JS-T-o 

START(PULL-DOWN) 

-- 

Pu 11-down^^^'T'o 

PU 

1 
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NC 

1 


CE 

0 


NC 
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0 
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92/MWR 
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97/MCE 
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0 
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0 

TC9497F/MASi^-o 

97MD7 

I/O 
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97MD6 
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97MD4 
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VCC 

- 


97MD0 

I/O 
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VSS 

- 
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MA6 
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I/O 


76 

FDCNT 

0 

FEEDB#GAIN DOWNtU*Sffi?-„ 

77 

97/RST 

0 

TC9497F'^(7)RESETtH*JB?-o 

78 

92/RST 

0 

TC9469BF-^CDRESETIii*5ffi^o 

79 

MD7 

I/O 

TC9469BFCOMD^'?-o 

80 

MD6 

81 

MD5 

82 

MD4 

83 

MD3 

84 

MD2 

85 

MD1 

86 

MOO 

87 

LOAD- 

0 

n-h'vf-j-wad**?-,, 

88 

LOAD+ 

0 

0-h'•?-$-(+) 

89 

ELVM- 

0 


90 

ELVM+ 

0 


91 

BDET 

mm 


92 

LPS 

D 

LPSt>f-A*Sffi?o 

93 

HTMP 

I 


94 

AVss 

- 

GND^S'^’o 

95 

LTMP 

1 


96 

VREF 

- 


97 

AVcc 

- 

TtorMMiQ^o (.A/0Tyl\‘-9-<DMMXtl) 

98 
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mm 

v'>SWji-§'A 73 S’?- 0 

99 

UNLDSW 

1 

UNLOAD SWff^A*S^o 

100 
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mm 

LOAD SWlf-^A*S^o 


MB911 
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I/O 
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1 

NC 

a 


2 

3 

EMP 

■■ 
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4 

VCC3 

- 


5 

CLK 

0 
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6 

SRAM-CS 
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PPMlf^B^SfflSRAMWSli^i^^c (L: H : ^±) 

7 

NC 

- 


8 

nCS3 

0 

MB86366PFY^fgB}g«SDRAM(7)CSli-§-!ffi^„ (L I H : ^±) 

9 

nCS2 

0 

ATAPl l/FroCSfi-^^^o (L : H : ^Ih) 

10 

nCSI 

0 

MPEG DECODER. MB86366PFY<DCSlf-§5ffi?-„ (L : H : git) 

n 

nCSO 

0 

Flash«U (7'n7'7A*SSift. (OCS1i-§^?-o 

(L: fF^. H : git) 

12 

NMIX 

D 

H (+3.3V) 

13 

HSTX 

14 

nRSTI 

1 1 


15 

VSS 

„ 1 

GNDCgi|-r«^^o 
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DHA-S680/DHA--S680P 





m t a m 


MDO 


MD1 


MD2 
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nROY 


nmEPDYXtJ^^o (Wait©J®)lCfg^o ) 


OVD/CO 


|Audiofi-§'COv^^f- • 


NC 
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Read Strobeft-i'i±}*S?-c 
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Die 


(Bitie) 
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VSS 
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VCC5 
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I/O 

m ^ t m 

65 

vss 

- C 


66 

NC 

- 


1 

68 

69 

AVCC 

- 

\/Da>A' H o 

70 

AVRH 

- 

\/D3>A' 

71 

AVSS/AVRL 

- 

^/D3>A'-J-fflGNDSi^-o 

72 

ANO 

- 

SNDtCj^SitSSffi^o 

73 

AN1 

74 

AN2 

75 

AN3 

76 

NC 

- 


77 

78 

MUTE-PICTURE 

0 

(L: MUTE) 

79 

VMS1 

1 

• 7<3>^vU7^ • 

80 

VMSO 

0 


81 

MUTE-AUDIO 

0 

7tn7* • (L : MUTE) 

82 

DAC-DATA 

0 

Audio DACSWfflv'JW • 

83 

VMEN 

0 


84 

DAC-RESET H 

0 

Audio DACyt7Hi^tB^^'^o (L: RESET) 

85 

DAC-MUTE ^ 

0 

Audio DAC5a-Ht^tti*SS^o (L:MUTE) 

86 ' 

DAC-CS 

0 

Audio DACf77* • 

87 

DAC-LAT 

0 
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88 

DAC-CU 

0 
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89 

VMCLK 

0 
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90 

VSS 

_ 

GNDlCSJiT5Sffi?-o 

91 

XI 

0 
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92 

XO 

0 
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93 

VCC5 
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94 
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! 


95 
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96 
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0 
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97 
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0 

DRAM'^d)CAS<f-§-tB*Sffi^<. (TfiA'-fh) 

98 
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0 
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99 
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NC 
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5 

M power 

0 
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NC 



7 

M_ACC 

0 

;!* • l>'7-f7'ACCW>A'-f)#J®3B?-o 
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DHA-S680/DHA-S680P 




I/O 1 

m m t m 

63 

mi sw 

n 

Tij"'/ >SVil 
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NC 
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66 

EJECT-IN 
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67 

EJECT-OUT 

! 0 

!>* • h'7-f7'5iSlJEJECTI±i*Sffii^„ 

68 

ACC-IN 

a 

ACC^I±!«ii§fflA*!S^o 

69 

V.RESET 

0 

iPOWER ON RESET^?-o 

70 

NC 
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71 

72 

GND 

- 

GNDlC^Mt5SS?-o 

73 

NC 

B 


74 

75 


0 

lAi-NET AUD10ai77'iiO‘J^^Sffi^o 

76 

AMUTE 
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77 
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78 

VMUTE 
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79 
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80 

81 

VDD 

- 
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82 
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83 

NC 
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84 

85 

A1-RESET 
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Ai-BUS-IC RESETff^iiJ*^?-„ 

86 
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0 

Ai-Bus-ic '}-r/mmiRiUti^^o 

87 
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NC 
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94 
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95 
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Electrical Parts List 


DHA-S680/DHA-S680P 


Capacitor: fl F=microfarads,pF=picofaracls 


RES.= Resistor 

C.F.= Carbon Fi im 
M.F.= Metal Fi Im 

M.0.= Metal OxideFilm 
M.P.= Metal Plate 

TR. = Transistor 

TRANS. = Transformer 

CP. = Chip 

Abbreviations 

CAP.= Capacitor 

ELY.= Electrolytic 

CER.= Ceramic 

MYL.= Mylar 

TAN.= Tantalum 

POLY.s: Polystyrol 

PP. = Polypropylene 

PLT.= Polyethylene 

PF. = Polyester Fiim 

Symbol 

Part No. 

Description 

No. 



J 

Main P.W.Board 

IC’s 

1 IC2001 

51T25002Y01 

PCM1716E-2K 

-SE6 

• IC2002 

51T25576W07 

NJM4580V-TE2 

-SE2 

1C2101 

51T25183Y02 

TC7SET08FU~EL 

-CP 

IC2201 

51T15273Y02 

LC89051VHS-TLM 

-SE6 

IC2204 

51T35347Y01 

TC7WH157FU-7E12USE1 I 

IC5001 

51T35209Y01 

MB91101A 

-QT 1 

IC5002 

51T15669Y01 

TC55V1001 AST 1-EL-SE9 | 

IC5003 

51T15608Y01 

MSM54V16258BP 

-ST 

IC5004 

51T35453Y28 

MTP,MBM29DL800TA-90 

IC5005 

51T25069Y01 

TC7WH34FU-TE12L -SE1 

IC5006 

51T45605Y01 

TC7SHOOFU-TE85L -CP 

IC5007 

51T15194Y01 

TC74VHCT08AFT-EL-SE5 

1C5301 

51T35566Y31 

MTP,D78F4216A6C 

IC5302 

51T25404Y02 

TC7W53FU-TE12L 

-SE1 

IC5303 

51T25370W01 

1C ,MC14538BFEL-SE6 I 

IC5304 

51T55070W05 

MB88385CPF-ER 

-SE9 

IC5305 

51T25576W07 

NJM4580V-TE2 

-SE2 

IC5306 

51T15456Y01 

TC74HC4066AFr-EL-SE5 

IC5307 

51T93332F01 

IC,NJM2903M-TE3-SE2 

IC5308 

51T25576W07 

NJM4580V-TE2 

-SE2 

IC5309 

51T55352W02 

1C ,TC4W66F 

-SE2 

IC5310 

51T25183Y02 

TC7SET08FU-EL 

-CP 

IC5311 

51T25576W07 

NJM4580V-TE2 

-SE2 

IC5601 

51T35363Y01 

MB86366PFV 

-QT 

1C5602 

51T45052Y01 

MSM56V16160DP 

-ST 

1C5603 

51T35445Y01 

TC7WHU04FU-TE12L-SE1 | 

IC5604 

51T35385Y01 

TC7MZ245FK-EL 

-SE2 

IC5605 

51T35385Y01 

TC7MZ245FK-EL 

-SE2 

IC5606 

51T35385Y01 

TC7MZ245FK-EL 

-SE2 

IC5607 

51T35385Y01 j 

TC7MZ245FK-EL 

-SE2 

105611 ’ 

51T15185Y01 

TC7SH08FU-TE85L -CP I 

IC8001 

51T45599Y01 

LM2595S-3.3 

-NEA 

IC8002 

51T45599Y02 

LjM259SS-5.0 

-NEA 

IC8003 

51T15198Y10 

LM2596SX-ADJ 

-NEA 

IC8004 

51T75197W09 

W<77L09M-TX 

-NE2 


Symbol 

No. 

Part No. 

Description 

IC8006 

51T75197W05 

AN77L05M-'n( 

-NE2 

IC8007 

51T95193W01 

TDA3606AT 

-SE9 

IC8008 

51T35415Y01 

PQ07VZ5M2Z 

-NE5 

IC8009 

51T35410Y01 

S-817A33ANB-T2 

-CP 

IC9501 

51T35208Y02 

MB86373B 

-OT 

IC9502 

51T45052Y01 

MSM56V16160DP 

-ST 

Transistors 

05001 

48T80611F01 

CP.2SB1132-QR-101-E3 

Q5002 

48T45251W03 

TR ,UN5212 22-22 -CP 

Q5301 

48T64222F02 

TR ,UN2212 22-22 

-TX 

05303 

48T45251W51 

TR ,UN5113 47-47 -CP 

05304 

48T45594W12 

TR ,XN1A312 -TX-CP 

Q5305 

48T63788F01 

TR ,CP.2SD1328 

-TX 

Q5306 

48T63788F01 

TR ,CP.2SD1328 

-TX 

05307 

48T63788F01 

TR ,CP.2SD1328 

-TX 

Q5308 

48T63788F01 

TR ,CP.2S01328 

-TX 

Q5310 

48T63417F01 

TR , CP. 2SC2412K 

-96 

05311 

48T45594W12 

TR ,XN1A312 -TX-CP I 

05361 

48T64222F02 

TR ,UN2212 22-22 

-TX 

Q8001 

48T64222F02 

TR ,UN2212 22-22 

-TX 

08002 

48T73022F01 

TR ,2SB766A 


Q8003 

48T45251W01 

TR ,UN5213 47-47 -CP | 

Q8007 

48T63417F01 

TR ,CP.2SC2412K 

-96 1 

Q8008 

48T45251W53 

TR ,UN5112 22-22 -CP 

08009 

48T45594W12 

TR ,XN1A312 -TX-CP 

08011 

48T45594W12 

TR ,XN1A312 -TX-CP 

08801 

48T45251W09 

TR,UN521F-TX 

-CP 

08802 

48T45251W09 

TR,UN521F-TX 

-CP 

08803 

48T45251W09 

TR,UN521F-TX 

-CP 

08810 

48T64221F13 

TR,UN211H-TX 

-CP 

08811 

48T45251W03 

TR ,UN5212 22-22 -CP | 

09501 

48T63417F01 

TR ,CP.2SC2412IC 

-96 1 

09502 

48T63420F01 

TR,2SA1037AK-146 -CP I 

Q9503 

48T63417F01 

TR ,CP.2SC2412K 

-96 

Q9504 

_i 

48T25055Y02 

TR,UN2226-TX 

-CP 

Diodes 

D2001 

48T25651W01 

DI0,CP MA152WA 


D5001 

48T16617W01 

DI0,1SS332-ni1 

-CP 

D5301 

48T25651W02 

DI0,MA152WK-TX 

-CP 

D5302 

48T16617W01 

DI0,1SS332-TT11 

-CP 

D5303 

48T15706Y01 

DIO,MA132WA-TX 

-CP 
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Symbol 

No. 

Part No. 

Description 

D5304 

48T15706Y01 

DI0,MA132WA-TX -CP 

D5306 

48T94335F02 

D!0,MA153A-TX -CP 

D5307 

48T25651W02 

D10,MA152WK-TX -CP 

D5361 

48T2565HV01 

DIO, CP MA152WA 

D8001 

48T35156Y01 

VST,SM6A27 -EA 

D8002 

48T45286Y01 

D10,SHT RB050L-40-E1 

D8003 

48T45286Y01 

DiO.SHT RB050L-40-E1 

D8004 

48T45286Y01 

DIO.SHT RB050L-40-E1 

D8005 

48T25593Y01 

DIO,S1G-6601 -El 

D8006 

48T25651W02 

DI0,MA152W1C-TX -CP 

D8007 

48T25651W02 

D10,MA152WK-TX -CP 

D8008 

48T25651W02 

D10,MA152WK-TX -CP 

D9501 

48T16617W01 

DI0,lSS332-TTn -CP 

ZD5301 

48T62934F30 

DIO,ZEN.RD7.5MB1 -CP 

Z05302 

48T62934F30 

DI0,ZEN.RD7.5MB1 -CP 

ZD5303 

48T62934F19 

DIO,ZEN.RD5.1MB2 -CP 

ZD8005 

48T62934F22 

D)0,2EN.RD5.6MB2 -CP 

ZD8007 

48T62934F19 

D10,ZEN.RD5.1MB2 -CP 

ZD9501 

48T75035W01 

DIO,ZEN LM40402.5-CP 

Coils 

L2001 

24T75195W44 

IND,LFC32 33RJ -CP 

L2002 

24T75195W46 

IND,LFC32 47RJ -CP 

L2011 

24T95456W23 

FBI,BL!y!llB252SDPT-CP 

L2201 

24T95456W22 

IND,BLM11B471SBPT-CP 

L2202 

24T95456W23 

FBI,BLM11B252SDPT-CP 

L2203 

24T95456W23 

FB1,BLM11B252SDPT-CP 

L5001 

24T95456W04 

IND,BLMnB141SPT -CP 

L8001 

24T25578Y11 

IND,D124C 68RM -EA 

L8002 

24T25578Y13 

IND,D124C 101M -EA 

L8003 

24T25578Y10 

1ND,D124C 47RM -EA 

L8010 

25T45638Y01 

CHOKE,ALD-16-3 + 

L9501 

24T15758Y12 

IND,NLFC 68RK -CP 

L9502 

24T35246Y10 

1ND,LEM2520 4R7J -CP 

L9503 

24T35246Y13 

IND,LEM2520 8R2J -CP 

L9504 

24T35246Y12 

IND,LEM2520 6R8J -CP 

L9505 

24T15758Y12 

IND,NLFC 68RK -CP 

Crystals 

XL2202 

91T35621Y04 

XTL,FX0-34FL 36.8-E5 

XL5001 

91T25038Y10 

XTL,CX-11F 12.50M-E5 

XL5301 

91T45433W12 

XTL,CP12A 4.000M -E9 

XL5302 

91T95084W02 

XTL,CS20 12.288M -E9 

XL5601 

91T25038Y12 

XTL,CX-11F 32.00M-E5 

XL9502 

91T35539Y01 

XTL,2720T 27.000M-E2 


Symbo1 
No. 

Part No. 

Description 

Filters 

CF8001 

CF8002 

Z8001 

Z8002 

Z8003 

91T95452W03 

91T95452W03 

91T75198W05 

91T75198W05 

91T75198W05 

EMI,NFM39R02C101 -CP 
EMI,NFM39R02C101 -CP 
EMl,NFM61R30T472T-E1 
EMI,NFM61R30T472T-E1 
EM1,NFM61R30T472T-E1 

Z8005 

91T75198W05 

EMI,NFM61R30T472T-E1 

LED’s 




LD8801 

LD8802 

LD8803 

48T25454Y01 

48T25454Y01 

48T25454Y01 

LED,GRN BGIIOIF -CP 

LED,GRN BG1101F -CP 

LED,6RN BGIIOIF -CP 

■ 

Capacitors 1 

C2001 

08S65128F78 

CAP,CER.223K-B1H -CP 

C2002 

08S65128F78 

CAP,CER.223K-B1H -CP 

C2003 

08S65128F78 

CAP,CER.223K-B1H -CP 

C2004 

08S82122F37 

CAP,CER.101J-CH1H-CP 

C2005 

08S82122F41 

CAP,CER.151J-CH1H-CP 

C2006 

08S82122F49 

CAP,CER.331J-CH1H-CP 

C2007 

08S82122F37 

CAP,CER.101J-CH1H-CP 

C2008 

08S82122F41 

CAP,CER.151J-CH1H-CP 

C2009 

08S82122F49 

CAP,CER.331J-CH1H-CP 

C2010 

08S65128F78 

CAP,CER.223K-B1H -CP 

C20n 

08S65128F78 

CAP,CER.223K-B1H -CP 

C2012 

08S65128F88 

CAP,CER 104K-B1H -CP 

C2013 

08S65128F78 

CAP,CER.223K-B1H -CP 

C2014 

08S65128F69 

CAP,CER.103K-B1H -CP 

C2101 

08S65128F88 

CAP,CER 104K-B1H -CP 

C2102 

08S65128F78 

CAP,CER.223K-B1H -CP / 

C2201 

08S65128F78 

CAP,CER.223K-B1H -CP 1 . 

C2202 

08S65128F69 

CAP,CER.103K-B1H -CP 

C2203 

08S65128F69 

CAP,CER.103K-B1H -CP 

C2206 

08S65128F88 

CAP,CER 104K-B1H -CP 

C2211 

08S65128F88 

CAP,CER 104K-B1H -CP 

C2212 

08T15349Y01 

CAP,CER 105K-B1A -CP 

C2213 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5001 

08S82122F17 

CAP,CER.15RJ-CH1H-CP 

C5002 

08S82122F17 

CAP,CER.15RJ-CH1H-CP 

C5003 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5004 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5005 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5006 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5007 1 

08S65128F78 

CAP,CER.223K-B1H -CP 
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Symbol 

No. 


Description 

1 

Symbo1 
No. 


Description 

C5008 

08S65128F78 

CAP,CER.223K-B1H -CP 


C5609 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5009 

08S65128F78 

CAP,CER.223K-B1H -CP 


C5610 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5010 

08S65128F78 

CAP,CER.223K-B1H -CP 


C5611 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5011 

08S65128F78 

CAP,CER.223K-B1H -CP 


C5612 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5012 

08S65128F78 

CAP,CER.223K-B1H -CP 


C5613 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5013 

08S65128F69 

CAP,CER.103K-B1H -CP 


C5614 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5014 

08S65128F88 

CAP,CER 104K-B1H -CP 


C5615 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5015 

08S65128F78 

CAP,CER.223K-B1H -CP 


C5616 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5016 

08S65128F69 

CAP,CER.103K-B1H -CP 


C5617 

08S82122F13 

CAP,CER.10RD-CH1H-CP 

C5017 

08S65128F69 

CAP,CER.103K-B1H -CP 


C5618 

08S82122F13 

CAP,CER.10RD-CH1H-CP 

C5301 

08S65128F78 

CAP,CER.223K-B1H -CP 


C5620 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5302 

08S82122F23 

CAP,CER.27RJ-CH1H-CP 


C5621 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5303 

08S82122F23 

CAP,CER.27RJ-CH1H-CP 


C5622 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5304 

08S65128F78 

CAP,CER.223K-B1H -CP 


C5623 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5305 

08S65128F88 

CAP,CER 104K-B1H -CP 


C5624 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5306 

08S65128F88 

CAP,CER 104K-B1H -CP 


C5625 

08S65128F88 

CAP.CER 104K-B1H -CP 

C5307 

08S82122F37 

CAP,CER.101J-CmH-CP 


C5626 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5308 

08S65128F88 

CAP,CER 104K-B1H -CP 


C5627 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5309 

08S45677W25 

CAP,CER 36RJ-CH1H-CP 


C5628 

08S65128F69 

CAP,CER.103K-B1H -CP 

C5310 

08S45677W25 

CAP,CER 36RJ-CH1H-CP 


C5629 

08S65128F69 

CAP,CER.103K-B1H -CP 

C5311 

08S65128F78 

CAP,CER.223K-B1H -CP 


C8001 

08S65128F78 

CAP,CER.223K-BtH -CP 

C5312 

08S45677W25 

CAP,CER 36RJ-CH1H-CP 


C8002 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5313 

08S45677W25 

CAP,CER 36RJ-CH1H-CP 


C8003 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5314 

08S65128F78 

CAP,CER.223K-B1H -CP 


C8007 

08S45676W65 

CAP,CER.222K-B1H -CP 

C5315 

08S65128F88 

CAP,CER 104K-B1H -CP 


C8008 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5316 

08S65128F78 

CAP,CER.223K-B1H -CP 


C8009 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5317 

08S65128F78 

,CAP,CER.223K-B1H -CP 


C8010 

08S65128F79 

CAP,CER.273K-B1H -CP 

C5318 

08S82122F13 

'CAP,CER.10RD-CH1H-CP 


C8011 

08S65128F79 

CAP,CER.273K-B1H -CP 

C5319 

08S82122F13 

CAP,CER.10RD-CH1H-CP 


C8012 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5320 

08S65128F78 

CAP,CER.223K-B1H -CP 


C8013 

08T15349Y01 

CAP,CER 105K-B1A -CP 

C5321 

08S65128F69 

CAP,CER.103K-B1H -CP 


C8014 

08T55390W34 

CAP,TF 274J-1H -R5 

C5322 

08S65128F88 

CAP.CER 104K-B1H -CP 


C8801 

08S82122F43 

CAP,CER.181J-CmH-CP 

C5323 

08S65128F88 

CAP,CER 104K-B1H -CP 


C8802 

08S82t22F43 

CAP,CER.181J-CH1H-CP 

C5324 

08S65128F88 

CAP,CER 104K-B1H -CP 


C8803 

08S82122F43 

CAP,CER.181J-CH1H-CP 

C5327 

08S45677W58 

CAP,CER 821J-CH1H-CP ^ 


C9501 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5328 

08S45677W58 

CAPXER 821J-CH1H-CP 


C9502 

08T15349Y01 

CAP,CER 105K-B1A -CP 

C5329 

08S45677W58 

CAP,CER 821J-CH1H-CP 


C9504 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5330 

08S45677W58 

CAP,CER 821J-CH1H-CP 


C9506 

08S65128F88 

CAP,C£R 104K-B1H -CP 

C5335 

08S65128F79 

CAP,CER.273K-B1H -CP 


C9507 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5336 

08S45676W66 

CAP,CER.272K-B1H -CP 


C9508 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5337 

08S65128F88 ' 

CAP,CER 104K-B1H -CP 


C9509 

08S82122F29 

CAP,CER.47RJ-CH1H-CP 

C5601 

08S65128F78 

CAP,CER.223K-B1H -CP 


C9510 

08S82122F42 

CAP,CER.161J-CH1H-CP 

C5602 

08S65128F78 

CAP,CER.223K-B1H -CP 


C95n 

08S82122F19 

CAP,CER.18RJ-CH1H-CP 

C5603 

08S65128F78 

CAP,CER.223K-B1H -CP 


C9512 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5604 

08S65128F78 

CAP,CER.223K-B1H -CP 


C9513 1 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5605 

08S65128F78 

CAP,CER.223K-B1H -CP 


C9514 ’ 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5606 

08S65128F78 

CAP,CER.223K-B1H -CP 


C9515 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5607 

08S65128F78 

CAP,CER.223K-B1H -CP 


C9516 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5608 

08S65128F78 

CAP,CER.223K-B1H -CP 


C9517 

08S65128F78 

CAP,CER.223K-BTH -CP 
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Symbol | Part No. 
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C9518 08S65128F78 
C9519 08S65128F78 
C9520 08S65128F78 
C9521 08S65128F78 
C9522 08S82122F13 

C9523 08S65128F88 
C9524 08S65128F78 
C9525 08S65128F78 
C9526 08S65128F78 
C9527 08S65128F78 

C9528 08S65128F78 
C9529 08S65128F78 
C9530 08S65128F88 
C9532 08S65128F78 
C9533 08S65128F78 


C9534 

C9535 

C9536 

C9537 

C9538 

C9539 

E2001 

E2002 

E2003 

E2004 

E2005 

E2006 

E2007 

E2008 

E2009 

E2010 

E2011 

E2101 

E2201 

E2203 


08S65128F78 

08S65128F78 

08S65128F88 

08S65128F69 

08S65128F69 

08S65128F69 

23T25615Y23 

23T25615Y43 

23T25615Y43 

23T25615Y57 

23T25615Y57 

23T25615Y31 

23T25615Y31 

23T25615Y23 

23T25615Y23 

23T25615Y57 

23T25615Y23 

23T35735Y02 

23T35735Y02 

23T25615Y43 


E5001 23T15765Y78 
E5002 23T15765Y78 
E5003 23T15765Y78 
E5004 23T15765Y23 
E5301 23T15765Y78 

E5302 23T15765Y78 
E5303 23T25615Y21 
E5304 23S65134W31 
E5305 23S65134W31 
E5306 23S65134W31 

E5307 23S65134W31 
E5308 23T25615Y43 
E5309 23S65134W32 
E5310 23S65134W32 


CAP, 

CAP 

CAP, 

CAP, 

CAP 


Description 


,CER.223K-B1H -CP 
,CER.223K-B1H -CP 
,CER.223K-B1H -CP 
,CER.223K-B1H -CP 
,CER.10RD-CH1H-CP 


CAP.CER 104K-B1H -CP 
CAP,CER.223K-B1H -CP 
CAP,CER.223K-B1H -CP 
CAP,CER.223K-B1H -CP 
CAP,CER.223K-B1H -CP 

CAP,CER.223K-B1H -CP 
CAP,CER.223IC-B1H -CP 
CAP.CER 104K-B1H -CP 
CAP,CER.223K-B1H -CP 
CAP,CER.223K-B1H -CP 

CAP,CER.223K-B1H -CP 
CAP,CER.223K-B1H -CP 
CAP.CER 104K-B1H -CP 
CAP.CER.103K-B1H -CP 
CAP.CER.103K-B1H -CP 

CAP.CER.103K-B1H -CP 
CAP.ZT 33R-1C -E6 

CAP.ZT 22R-1V -E6 

CAP.ZT 22R-1V -E6 

CAP.ZT 3R3-1H -E2 

CAP.ZT 3R3-1H -E2 

CAP.ZT 4R7-1E -E2 

CAP.ZT 4R7-1E -E2 

CAP.ZT 33R-1C -E6 

CAP.ZT 33R-1C -E6 

CAP.ZT 3R3-1H -E2 

CAP.ZT 33R-1C -E6 

CAP.MVY 101-1C -E6 

CAP.MVY 101-1C -E6 

CAP.ZT 22R-1V -E6 

CAP. TAN 22R-1C-E -El 
CAP.TAN 22R-1C-E -El 
CAP. TAN 22R-1C-E -El 
CAP. TAN 47R-1C-G -E2 
CAP. TAN 22R-1C-E -El 

CAP. TAN 22R-1C-E -El 
CAP.ZT 10R-1C -E2 

CAP. ELY 10R-1C(4)-E2 
iCAP.ELY 10R-1C(4)-E2 
CAP.ELY 10R-1C(4)-E2 

CAP. ELY 10R-1C(4)-E2 
CAP.ZT 22R-1V -E6 

jCAP.ELY 22R-1C(5)-E3 
CAP.ELY 22R-1C(5)-E3 


ymbol 

No. 

Part No. 

Descript i( 

E5311 i 

>3865134W32 ( 

:AP.ELY 22R-1C(5)-E3 

E5312 2 

>3865134W32 

:aP,ELY 22R-1C(5)-E3 

E5313 4 

>3T15765Y78 

:AP.TAN 22R-1C-E 

-El 

E5314 

>3725615Y21 

:ap.zt 10R-1C 

-E2 

E5315 

OT25615Y21 

CAP.ZT 10R-1C 

-E2 

E5316 

>3725615Y43 

CAP.ZT 22R-1V 

-E6 

E5601 

23715765Y23 

CAP.TAN 47R-1C-G 

-E2 

E5602 

23715765Y23 

CAP,TAN 47R-1C-G 

-E2 

E5603 

23715765Y78 

CAP, TAN 22R-1C-E 

-El 

E8001 

23T35505W10 

CAP.ELY 472-1C 

+ 

E8002 

23T35735Y02 

CAP.MVY 101-1C 

-E6 

E8003 

23T35735Y02 

CAP.MVY 101-1C 

-E6 

E8004 

23T35735Y02 

CAP.MVY 101-1C 

-E6 

E8006 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8007 

23T35735Y02 

CAP.MVY 101-1C 

-E6 

E8008 

23S65134W45 

CAP.ELY 33R-1E(6)-E6 

E8009 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8010 

23S65134W45 

CAP.ELY 33R-1E(6)-E6 

E80n 

23S65134W72 

CAP.ELY 3R3-1H(4)-E2 

E8012 

23S65134W13 

CAP.ELY 101-0J(6)-E6 

E8013 

23S65134W13 

CAP.ELY 101-0J(6)-E6 

E8014 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8015 

23865134W13 

CAP.ELY 101-0J(6)-E6 

E8016 

23865134W64 

CAP.ELY R47-1H(3)-E2 

E8017 

23865134W65 

CAP.ELY 1R0-1H(3)-E2 

E8018 

23865134W45 

CAP.ELY 33R-1E(6)-E6 

E8019 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8020 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8021 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8022 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8023 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8024 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8025 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8028 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8029 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8030 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8032 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8033 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8034 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8035 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8036 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8043 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8044 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8045 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E8053 

23735735YG2 

CAP.MVY 101-1C 

-E6 

E8063 

23735735Y02 

CAP.MVY 101-1C 

-E6 

E9501 

23865134W46 

CAP.ELY 47R-1E{6)-E6 

E9503 

23865134W44 

CAP.ELY 22R-1E(6)-E6 

E9504 

23865134W47 

CAP.ELY 101-1E(8)-E6 
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Symbo1 
No. 

Part No. 

Descript ion 

E9505 

23S65134W46 

CAP, ELY 47R-1E{6)-E6 

E9506 

23S65134W38 

CAP.ELY 471-1C{1)-EA 

E9508 

23T15765Y23 

CAP, TAN 47R-1C-G -E2 

E9509 

23T15765Y23 

CAP,TAN 47R-1C-6 -E2 

Resistors 

R1001 

06S45674W33 

RES. RK 101J 1/10 -CP 

R2001 

06S15594Y12 

RES,RK 394F 1/10 -CP 

R2002 

06S15593Y69 

RES.RK 682F 1/10-CP 

R2003 

06S15593Y69 

RES,RK 682F 1/10 -CP 

R2004 

06S15593Y69 

RES.RK 682F 1/10 -CP 

R2005 

06S15593Y69 

RES.RK 682F 1/10 -CP 

R2006 

06S45674W54 

RES.RK 751J 1/10 -CP 

R2007 

06T75432W17 

RES.RK 244J 1/10 -CP 

R2008 

06S45674W81 

RES,RK 103J 1/10 -CP 

R2009 

06S15304Y57 

RES,RK 222J 1/10 -CP 

R2010 

06S45674W89 

RES,RK 223J 1/10 -CP 

R20n 

06S45674W75 

RES,RK 562J 1/10 -CP 

R2012 

06S45674W54 

RES.RK 751J 1/10 -CP 

R2013 

06T75432W17 

RES.RK 244J 1/10 -CP 

R2014 

06S45674W81 

RES,R1C 103J 1/10 -CP 

R2015 

06S15304Y57 

RES,RK 222J 1/10 -CP 

R2016 

06S45674W89 

RES,RK 223J 1/10 -CP 

R2017 

06S45674W75 

RES.RK 562J 1/10 -CP 

R2018 

06S45674IV97 

RES,RK 473J 1/10-CP 

R20t9 

06S15594Y16 

RES.RK 564F 1/10-CP 

R2020 

06S15594Y19 

RES.RK 754F 1/10 -CP 

R2025 

06S45674W43 

RES,RK 271J 1/10 -CP 

R2102 

06S45674W79 

RES,RK 822J 1/10 -CP 

R2103 

06S45674W21 

RES.RK 33RJ 1/10-CP 

R2201 

06S15593Y51 

RES,RK 122F 1/10 -CP 

R2202 

06S15593Y63 

RES,RK 392F 1/10 -CP 

R2203 

06S15593Y75 

RES,RK 123F 1/10 -CP 

R2204 

06S15593Y75 

RES,RK 123F 1/10 -CP 

R2205 

06S15593Y63 

RES.RK 392F 1/10 -CP 

R2206 

06S15593Y51 

RES.RK 122F 1/10 -CP 

R2207 

06S15593Y29 

RES.RK 151F 1/10 -CP 

R2208 

06S45674W97 

RES.RK 473J 1/10 -CP 

R2209 

06S45674W97 

RES.RK 473J 1/10 -CP 

R2210 

06S45674W97 

RES.RK 473J 1/10 -CP 

R2214 

06S45674W09 

RES.RK 10RJ 1/10 -CP 

R2217 

06S45674W29 

RES.RK 68RJ 1/10 -CP 

R2221 

06S15593Y92 

RES.RK 623F 1/10 -CP 

R2223 

06S15593Y90 

RES.RK 513F 1/10 -CP 

R2227 

06S45674W09 

RES.RK/IORJ 1/10 -CP 

R5001 

06S45674W21 

RES.RK 33RJ 1/10 -CP 

R5002 ' 

06S45674W29 ^ 

RES.RK 68RJ 1/10 -CP 


Symbol 

No. 

Part No. 

Description 

R5006 

06S45674W81 

RES.RK 103J 1/10 -CP 

R5009 

06S45674W81 

RES.RK 103J 1/10 -CP 

R5012 

06S45674W09 

RES.RK lORJ 1/10 -CP 

R5013 

06S45674W29 

RES.RK 68RJ 1/10 -CP 

R5014 

06S45674W29 

RES.RK 68RJ 1/10 -CP 

R5015 

06S45674W81 

RES.RK 103J 1/10 -CP 

R5016 

06S45674W81 

RES.RK 103J 1/10 -CP 

R5017 

06S45675W43 

RES.RK JUMPER1/10-CP 

R5027 

06S45674W81 

RES.RK 103J 1/10 -CP 

R5028 

06S45674W57 

RES.RK 102J 1/10 -CP 

R5029 

06S45674W57 

RES.RK 102J 1/10 -CP 

R5036 

06S45674W29 

RES.RK 68RJ 1/10 -CP 

R5037 

06S15594Y17 

RES.RK 624F 1/10 -CP 

R5046 

06S45674W81 

RES,RK 103J 1/10 -CP 

R5051 

06S45674W81 

RES.RK 103J 1/10-CP 

R5301 

06S45675W30 

RES,RK 105J 1/10 -CP 

R5302 

06S45675W22 

RES.RK 474J 1/10 -CP 

R5303 

06S45675W18 

RES.RK 334J 1/10 -CP 

R5304 

06S45674W81 

RES.RK 103J 1/10 -CP 

R5305 

06S45674W85 

RES.RK 153J 1/10 -CP 

R5306 

06S45674W81 

RES.RK 103J 1/10 -CP 

R5307 

06S45674W79 

RES.RK 822J 1/10 -CP 

R5308 

06S45674W91 

RES,RK 273J 1/10 -CP 

R5309 

06S45674W61 

RES.RK 152J 1/10 -CP 

R5310 

06S45674W65 

RES,RK 222J 1/10-CP 

R5311 

06S45674W65 

RES,RK 222J 1/10 -CP 

R5312 

06S45674W61 

RES,RK 152J 1/10 -CP 

R5313 

06S70072F19 

RES, CP .39R-J-1/4-CP 

R5314 

06S70072F19 

RES, CP .39R-J-1/4-CP 

R5315 

06S70072F19 

RES, CP .39R-J-1/4-CP 

R5316 

06S70072F19 

RES, CP .39R-J-1/4-CP 

R5318 

06S45674W80 

RES.RK 912J 1/10 -CP 

R5319 

06S45674W58 

RES,RK 112J 1/10 -CP 

R5320 

06S45674W73 

RES,RK 472J 1/10 -CP 

R5321 

06S45674W97 

RES.RK 473J 1/10 -CP 

R5322 

06S45674W97 

RES,RK 473J 1/10 -CP 

R5323 

06S15593Y81 

RES.RK 223F 1/10 -CP 

R5324 

06S15593Y81 

RES,RK 223F 1/10 -CP 

R5325 

06S15593Y81 

RES.RK 223F 1/10 -CP 

R5326 

06S15593Y81 

RES.RK 223F 1/10 -CP 

R5327 

06S45674W65 

RES.RK 222J 1/10 -CP 

R5328 

06S15593Y81 

RES.RK 223F 1/10 -CP 

R5329 

06S45674W09 

RES.RK lORJ 1/10 -CP 

R5330 

06S15593Y81 

RES.RK 223F 1/10 -CP 

R5331 

06S15593Y81 

RES.RK 223F 1/10 -CP 

R5332 

06S15593Y81 

RES.RK 223F 1/10 -CP 

R5333 

06S45674W09 

RES.RK 10RJ 1/10 -CP 

R5335 

06S45674W81 

RES.RK 103J 1/10 -CP 

R5336 

06S45674W81 

RES.RK 103J 1/10 -CP 



DHA-S680/DHA-S680P 


Symbol 

No. 


Description 


06S15594Y17 

06S45674W54 

06S45674W54 

06S45674W25 

06S45674W89 

06S45674W25 

06S45674W89 

06S70072F25 

06S70072F25 

06S45674W81 


53( 

)2 

06S45674W81 


53f 

53 

06S45674W73 

iRES,RK 472 

S3i 

55 

06S70072F53 


53( 

59 

'06S45674W73 

RES,RK 472 

53' 

m 

i06S45674W73 

RES,RK 472 



7 

06S45674W81 

RES 


8 

06S45674W81 

RES 


9 

06S45674W25 

RES 

534 

■ 

06S45674W89 

RES 

534 

1 

06S45674W89 

RES 

534 

2 

06S45674W25 

RES 

534 

3 

06S70072F05 

RES 

534 

4 

06S70072F05 

RES 

534 

5 

06S45674W49 

RES 

534 

6 

06S45674W49 

RES 

534 

7 

06S15594Y12 

RES 

534 

8 

06S45674W54 

R 

ES 

534 

9 

06S45674W54 

R 

ES 

535 

0 

06S45674W45 

R 

ES 

535 

»1 

06S15594Y14 

R 

ES 



;06S45674W17 

06S45674W97 

06S45674W81 

06S45675W43 

06S15594Y13 

06S15593Y92 

06S45674W77 

06S45674W77 

06S45674W63 

06S45674W63 

06S35083Y22 

06S45674W97 

06S45674W97 

06S45674W97 

06S45674W97 

06S45674W97 

06S45675W06 

06S15593Y73 

06S45674W97 


O : For North American Model Only, 
A : For Japanese Model Only, 



SymboI 
No. 


R5399 

R5601 

R5602 

R5603 

R5606 


Part No. 


06S35083Y23 

06S45674W29 

06S45675W30 

06S45674W49 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W25 

06S15594Y15 

06S15594Y10 

06S15594Y09 

06S45674W25 

06S45674W33 

06S45674W33 

06S45674W81 

06S45674W75 

06S45674W57 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W81 

06S456741V81 

06S45674W81 

06S45674W75 

06S45674W57 

06S45675W43 

06S45675W43 

06S45674W27 

06S45674W45 

06S45674W33 

06S45674W33 

06S45674W33 

06S45675W43 

06S45674W33 

06S45674W33 

06S45674W33 

06S45674W33 

06S45675W06 

06S15594Y20 

06S15593Y49 

06S15593Y65 

06S15594Y19 

06S45674W90 

06S70072F73 

06S15594Y19 


Description 


RES, RK 681F 1/4 -CP 
RES,RK 68RJ 1/10 -CP 
RES,RK 105J 1/10 -CP 
RES,RK 471J 1/10 -CP 
RES,RK 103J 1/10 -CP 

RES,RK 103J 1/10 -CP 
R£S,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 47RJ 1/10 -CP 
RES,RK 514F 1/10 -CP 

RES,RK 334F 1/10 -CP 
RES,RK 304F 1/10 -CP 
RES,RK 47RJ 1/10 -CP 
RES,RK 101J 1/10 -CP 
RES,RK 101J 1/10 -CP 

RES,RK 103J 1/10 -CP 
RES,RK 562J 1/10 -CP 
RES,RK 102J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 

RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 

RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 562J 1/10 -CP 
RES,RK 102J 1/10 -CP 
RES,RK JUMPER1/10-CP 

RES,RK JUMPER1/10-CP 
RES,RK 56RJ 1/10 -CP 
RES,RK 331J 1/10 -CP 
RES,RK lOlJ 1/10 -CP 
RES,RK 101J 1/10 -CP 

RES,RK 101J 1/10 -CP 
RES,RK JUMPER1/10-CP 
RES,RK lOlJ 1/10 -CP 
RES,RK 101J 1/10 -CP 
RES,RK 101J 1/10 -CP 

RES,RK lOlJ 1/10 -CP 
RES,RK 104J 1/10 -CP 
RES,RK 824F 1/10 -CP 
RES,RK 102F 1/10 -CP 
RES,RK 472F 1/10 -CP 

RES,RK 754F 1/10 -CP 
RES,RK 243J 1/10 -CP 
RES,CP .682-J-1/4-CP 
RES,RK 754F 1/10 -CP 


Others 


: For General Foreign Model Only, 
Common. 
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DHA-S680/DHA-S680P 


Symbol 

No. 

Part No. 

Description 


Symbo1 
No. 

Part No. 

Descript ion 

R8011 

06S70072F69 

RES, CP .472-J-1/4-CP 


R9521 

06S45674W63 

RES,RK 182J 1/10 -CP 

R8012 

06S45675W43 

RES,RK JUMPER1/10-CP 


R9522 

06S45674W81 

RES,RK 103J 1/10 -CP 

R8013 

06S15594Y19 

RES,RK 754F 1/10 -CP 


R9524 

06S45674W81 

RES,RK 103J 1/10 -CP 

R8014 

06S15593Y70 

RES,RK 752F 1/10 -CP 


R9525 

06S15594Y10 

RES,RK 334F 1/10 -CP 

R8015 

06S70072F39 

RES, CP .271-J-1/4-CP 


R9526 

06S45674W09 

RES.RK 10RJ 1/10 -CP 

R8016 

06S70072F39 

RES, CP .271-J-1/4-CP 


R9527 

06S45674W81 

RES,RK 103J 1/10 -CP 

R8017 

06S70072F69 

RES, CP .472-J-1/4-CP 


R9528 

06S45674W81 

RES,RK 103J 1/10 -CP 

R8021 

06S45675W12 

RES,RK 184J 1/10 -CP 


R9529 

06S15594Y12 

RES,RK 394F 1/10 -CP 

R8022 

06S35095Y08 

RES,RK JUMPER 1/4-CP 


R9530 

06S95434W38 

RES,RK 36RJ 1/4 -CP 

R8024 

06S15593Y59 

RES,RK 272F 1/10 -CP 


R9531 

06S15594Y15 

RES,RK 514F 1/10 -CP 

R8025 

06S15593Y55 

RES,RK 182F 1/10 -CP 


R9534 

06S45674W29 

RES,RK 68RJ 1/10 -CP 

R8026 

06S15593Y49 

RES,RK 102F 1/10 -CP 


R9535 

06S45674W49 

RES,RK 471J 1/10 -CP 

R8028 

06S35095Y08 

RES,RK JUMPER 1/4-CP 


R9537 

06S45674W81 

RES,RK 103J 1/10 -CP 

R8030 

06S15594Y16 

RES,RK 564F 1/10 -CP 


R9538 

06S45674W81 

RES,RK 103J 1/10 -CP 

R8031 

06S15594Y20 

RES,RK 824F 1/10 -CP 


R9539 

06S45674W33 

RES,RK 101J 1/10 -CP 

R8034 

06S15594Y19 

RES,RK 754F 1/10 -CP 


R9545 

06S45674W43 

RES,RK 271J 1/10 -CP 

R8035 

06S15594Y10 

RES,RK 334F 1/10 -CP 


RA2201 

06S45591W19 

RES,ARY MNR68RJ 4-CP 

R8036 

06S15593Y99 

RES,RK 124F 1/10 -CP 


RA5001 

06S45591Wn 

RES,ARY MNR22RJ 4-CP 

R8037 

06S45674W99 

RES,RK 563J 1/10 -CP 


RA5002 

O6S45591W04 

RES,ARY MNR103J 4-CP 

R8038 

06S45674W57 

RES,RK 102J 1/10 -CP 


RA5004 

06S45591W19 

RES,ARY MNR68RJ 4-CP 

R8039 

06S45674W97 

RES,RK 473J 1/10 -CP 


RA5005 

06S45591Wn 

RES,ARY MNR22RJ 4-CP 

R8040 

06S45674W97 

RES,RfC 473J 1/10 -CP 


RA5006 

06S45591W11 

RES, ARY MNR22RJ 4-CP 

R8041 

06S45674W97 

RES,RK 473J 1/10 -CP 


RA5007 

06S45591W11 

RES,ARY MNR22RJ 4-CP 

R8042 

06S45674W97 

RES, RK 473J 1/10-CP 


RA5008 

06S45591W11 

RES, ARY MNR22RJ 4-CP 

R8801 

06S45674W33 

RES,RK 101J 1/10 -CP 


RA5009 

06S45591W11 

RES,ARY MNR22RJ 4-CP 

R8802 

06S45674ff33 

*RES,RK 101J 1/10 -CP 


RA5010 

06S45591W11 

RES, ARY MNR22RJ 4-CP 

R8803 

06S45674W33 

RES, RK 101J 1/10-CP 


RA5011 

06S45591W11 

RES,ARY MNR22RJ 4-CP 

R8804 

06S45674W31 

RES,RK 82RJ 1/10 -CP 


RA5012 

06S45591W11 

RES, ARY MNR22RJ 4-CP 

R8805 

06S45674W31 

RES,RK 82RJ 1/10 -CP 


RA5013 

06S45591W11 

RES,ARY MNR22RJ 4-CP 

R8806 

06S45674W31 

RES,RK 82RJ 1/10 -CP 


RA5014 

06S45591Wn 

RES,ARY MNR22RJ 4-CP 

R9501 

06S45674W81 

RES,RK 103J 1/10 -CP 


RA5015 

06S45591W11 

RES, ARY MNR22RJ 4-CP 

R9502 

06S15593Y18 

RES,RK 51RF 1/10 -CP 


RA5016 

06S45591W11 

RES,ARY MNR22RJ 4-CP 

R9503 

06S15593Y21 

RES,RK 68RF 1/10 -CP 


RA5017 

06S45591W11 

RES,ARY MNR22RJ 4-CP 

R9505 

06S15593Y59 

RES,RK 272F 1/10 -CP 


RA5018 

06S45591W11 

RES, ARY MNR22RJ 4-CP 

R9506 

06S45674W81 

RES,RK 103J 1/10 -CP 


RA5602 

06S15771Y13 

RES,ARYEXB28V101J-CP 

R9507 

06S45675W02 

RES,RK 683J 1/10 -CP 


RA5603 

06S15771Y13 

RES,ARYEXB28V101J-CP 

R9508 

06S45674W81 



RA5604 

06S15771Y13 

RES,ARYEXB28V101J-CP 

R9509 

06S70072F45 

RES, CP .471-J-1/4-CP 


RA5605 

06S15771Y13 

RES,ARYEXB28V101J-CP 

R9510 

06S45674W17 

RES,RK 22RJ 1/10 -CP 


RA5606 

06S15771Y13 

RES,ARYEXB28V101J-CP 

R9511 

06S95432W51 

RES,RK 391J 1/8 -CP 


RA5607 

06S45591W07 

RES, ARY MNRIOIJ 4-CP 

R9512 

06S45674W93 

RES,RK 333J 1/10 -CP 


RA5608 

06S45591W12 

RES,ARY MNR47RJ 4-CP 

R9513 

06S15593Y43 

RES,RK 561F 1/10 -CP 


RA5609 

06S45591W12 

RES,ARY MNR47RJ 4-CP 

R9514 

06S15593Y51 

RES,RK 122F 1/10 -CP 


RA5610 

06S45591W12 

RES,ARY MNR47RJ 4-CP 

R9515 

06S15593Y51 

RES,RK 122F 1/10 -CP 


RA5611 

06S45591W17 

RES,ARY MNR56RJ 4-CP 

R9516 

06S70072F41 

RES,CP .331-J-1/4-CP 


RA5612 j 

06S45591W17 

RES, ARY MNR56RJ 4-CP 

R9517 

06S70072F41 

RES, CP .331-J-1/4-CP 


RA5613 

06S45591W17 

RES,ARY MNR56RJ 4-CP 

R9518 

06S35083Yn 

RES,RK 68RF 1/4 -CP 


RA5614 

06S45591W17 

RES,ARY MNR56RJ 4-CP 

R9519 

06S70072F77 

RES,CP .103-J-1/4-CP 


RA5615 

06S45591W17 

RES,ARY MNR56RJ 4-CP 

R9520 

06S95432W51 

RES,RK 391J 1/8 -CP 


RA5616 

06S45591W17 

RES,ARY MNR56RJ 4-CP 





















































DHA-S680/DHA-S680P 


Syirtral 

No. 

Part No. 

Descript ion 

RA5617 

06S45591W17 

RES,ARY MNR56RJ 4-CP 

RA5618 

06S45591W17 

RES,ARY MNR56RJ 4-CP 

RA5619 

06S45591W12 

RES, ARY iyiNR47RJ 4-CP 

RA5620 

06S45591W12 

RES, ARY MNR47RJ 4-CP 

RA5621 

06S45591W12 

RES,ARY MNR47RJ 4-CP 

RA5622 

06S45591W12 

RES,ARY MNR47RJ 4-CP 

RA5623 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5624 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5625 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5626 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5627 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5628 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5629 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5630 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5631 

06S45591W07 

RES, ARY MNRIOIJ 4-CP 

RA9501 

06S15771Yn 

RES,ARYEXB28V68RJ-CP 

RA9502 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9503 

06S15771Y05 

RES,ARYEXB28V22RJ-CP 

RA9504 

06S15771 YOB 

RES,ARYEXB28V22RJ-CP 

RA9505 

06S15771YOB 

RES,ARYEXB28V22RJ-CP 

RA9506 

06S15771YOB 

RES,ARYEXB28V22RJ-CP 

RA9507 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9508 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9509 

06S15771Y11 

RES, ARYEXB28V68RJ-CP 

RA9510 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9511 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9512 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9513 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9514 

06S45591W17 

RES, ARY MNR56RJ 4-CP 

Connectors 


09T85454W06 

WTB,53398-0690 -E9 

1 

09T15153Y50 

FFC,FH12-50S -ER 

DVD MECH P.W.Board 

IC’s 

■BH 

51T35255Y01 

TC9497F -QT 

■B 

51T35254Y01 

TA1313FA -QT 


51T15550Y01 

MSM514260CP-60TSK-ST 

IC4 

51T25503Y01 

BA5985FM-E2 -SEA 

1C5 

51T25264Y01 

BA6858AFP-E2 -SEA 

iC6 

51T45571W02 

iC ,LB1836M -SE05 

IC7 

51T15731W10 

TC7S66F-TE85L -CP 




Description 


51T25209Y03 

TC9469BF -OT 

HH 

51T15550Y01 

MSM514260CP-60TSfC-ST 

IB 

51T35427y45 

MTP,M30800FC6P 

mSM 

51T35743Y01 

TC7W66FU-TE12L -SEl 

IC17 

51T25259Y03 

BA00ASFP-E2 -NEB 

Transistors 

Q1 

48T80611F01 

CP.2SB1132-QR-101-E3 

02 

48T80611F01 

CP.2SB1132-QR-101-E3 

Q3 

48T73888F12 

TR ,CP.FMC2-99 

04 

48T62967F03 

TR, DTC124EKA-T146-CP 

05 

48T62967F03 

TR,DTC124EKA-T146-CP 

06 

48T73888F12 

TR ,CP.FMC2-99 



V. 

1 Diodes 


D1 

48T81063F01 

DIO,CP.HA159 / TX-CP 

D2 

48T81063F01 

DIO,CP.MAI59 / TX-CP 

D3 

48T45254W02 

DIO, SI MA142WA-TX-CP 

04 

48T45254W02 

DIO,SI HA142WA-TX-CP 

Crystals 

CLl 

91T35456Y02 

0SC,CER CSTCW22.5-CP 

CL2 

91T35456Y01 

0SC,CER CSTCW18.9-CP 

CL3 

91T35456Y04 

0SC,CER CSTCW45.4-CP 

LED 

LD1 

48T25583Y01 

LED,BLU KB1111CE -CP j 

__It 

Switch 

SW1 

40T55182W03 

SW,TACT SKHVBB -H5(EJKT) 

Thermistor 

TH3 

48T15104Y06 

TMT,TH20-3S104GT -CP 

Caoaci 

tors 

Cl 

08S45676W85 

CAP,CER 104K-B1C -CP 


- 102 - 







































DHA-S680/DHA-S680P 




































































































































































































DHA-S680/DHA-S680P 


Symbol 

No. 

Part No. 

Cl 22 

08S45676W85 i 

Cl 23 

08S45676W85 ( 

Cl 24 

08S45676W85 ( 

Cl 27 

08S45676W73 ( 

Cl 34 

08S45676W85 ( 

Cl 35 

08S45676W85 ( 

Cl 36 

08S45676W85 ( 

Cl 38 

08S45676W85 

C140 

08S45676W85 

C142 

08S45676W85 

Cl 43 

08S45676W85 

Cl 44 

08S45677W10 

Cl 45 

08S82122F43 

El 

23S65134Wn 

E2 

23S55311W28 

E3 

23S65134W11 

E4 

23S55311W28 

E5 

23S55311W35 

E6 

23S55311W35 

E7 

23S55311W35 

E8 

23S55311W26 

E9 

23S55311W26 

ElO 

23S55311W26 

Ell 

23S55311W26 

El 2 

23S55311W35 

E13 

23S55311W26 

El 4 

23S55311W28 

El 5 

23S55311W26 

El 6 

23S65134W12 

E17 

23S55311W46 

El 8 

23S55311W57 

El 9 

23S55311W56 

E20 

23S55311W56 

E21 

23S55311W35 

E22 

23S65134W12 

E23 

23S55311W28 

E24 

23S55311W35 

E25 

23S65134W15 

E26 

23S65134W24 

E27 1 

23S65134W15 

E28 

23855311W35 

E29 

23S55311W28 

E30 

23855311W51 

E31 

23855311W46 

Resistors 

R1 

06845674W33 


Description 


Symboi 
No. 


R2 

R3 

R4 

R5 

R6 


Part No. 


06S45674W33 

06S45674W33 

06S45674W81 

06S45675W10 

06S45674W81 

06S45675W10 

06S45674W95 

06S45675W10 

06S45674W57 

06S45674W93 

06S45674W57 

06S45674W89 

06S45674W57 

06S45674W93 

06S45674W57 

06S45674W89 

06S45674W75 

06S45674W73 

06S45675W14 

06S45674W53 

06S45674W33 

06S45674W97 

06S45675W06 

06S45674W81 

06S45675W43 

06S45675W43 

06S45674W95 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W41 

06S15593Y89 

06S15593Y85 

06S45674W41 

06S45675W30 

06S45674W73 

06S45675W22 

06S45674W81 

06S45674W81 

06S45674W21 

06S45675W02 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W57 

06S45674W57 

06S95434W36 


Descript ion 


RES,RK 101J 1/10 -CP 
RES,RK 101J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 154J 1/10 -CP 
RES,RK 103J 1/10 -CP 

RES,RK 154J 1/10 -CP 
RES,RK 393J 1/10 -CP 
RES,RK 154J 1/10 -CP 
RES,RK 102J 1/10 -CP 
RES,RK 333J 1/10 -CP 

RES,RK 102J 1/10 -CP 
RES,RK 223J 1/10 -CP 
RES,RK 102J 1/10 -CP 
RES,RK 333J 1/10 -CP 
RES,RK 102J 1/10 -CP 

RES,RK 223J 1/10 -CP 
RES,RK 562J 1/10 -CP 
RES,RK 472J 1/10 -CP 
RES,RK 224J 1/10 -CP 
RES,RK 681J 1/10 -CP 

RES,RK 101J 1/10 -CP 
RES,RK 473J 1/10 -CP 
RES,RK 104J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK JUMPER1/10-CP 

RES,RK JUMPERl/lO-CP 
RES,RK 393J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 

RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 221J 1/10 -CP 
RES,RK 473F 1/10 -CP 
RES,RK 333F 1/10 -CP 

RES,RK 221J 1/10 -CP 
RES,RK 105J 1/10 -CP 
RES,RK 472J 1/10 -CP 
RES,RK 474J 1/10 -CP 
RES,RK 103J 1/10 -CP 

RES,RK 103J 1/10 -CP 
RES,RK 33RJ 1/10 -CP 
RES,RK 683J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 

RES,RK 103J 1/10 -CP 
RES,RK 102J 1/10 -CP 
RES,RK 102J 1/10 -CP 
RES,RK 30RJ 1/4 -CP 






























































Symbol 

No. 

Part No. 

Description 

R58 

06S95434W36 

RES, RK 30RJ 1/4 -CP 

R59 

06S95434W36 

RES, RK 30RJ 1/4 -CP 

R60 

06S45675W06 

RES, RK 104J 1/10 -CP 

R62 

06S70072F05 

RES, CP . 10R-J-1/4-CP 

R63 

06S70072F05 

RES. CP . 10R-J-1/4-CP 

R64 

06S70072F13 

RES. CP . 22R-J-1/4-CP 

R73 

06S45674W33 

RES, RK lOlJ 1/10 -CP 

R74 

06S45674W33 

RES, RK 101J 1/10 -CP 

R79 

06S45674W97 

RES. RK 473J 1/10 -CP 

RBO 

06S45674W33 

RES, RK 101J 1/10 -CP 

R81 

06S45674W57 

RES. RK 102J 1/10 -CP 

R82 

06S45674W33 

RES.RK 101J 1/10 “CP 

R83 

06S45674W81 

RES, RK 103J 1/10 -CP 

R84 

06S45674W81 

RES.RK 103J 1/10 “CP 

R85 

06S45674W33 

RES. RK 101J 1/10 “CP 

R86 

06S45674W33 

RES.RK 101J 1/10 “CP 

R87 

06S456741tf57 

RES, RK 102J 1/10 -CP 

R88 

06S45674W89 

RES.RK 223J 1/10 -CP 

R89 

06S45674W89 

RES.RK 223J 1/10 -CP 

R90 

06S45674W49 

RES. RK 471J 1/10 -CP 

R92 

06S45674W43 

RES. RK 271J 1/10 -CP 

R93 

06S45675W43 

RES. RK JUMPER1/10-CP 

R94 

06S45674W81 

RES, RK 103J 1/10 -CP 

R95 

06S45674W89 

RES. RK 223J 1/10 -CP 

R96 

06S45674W89 

RES, RK 223J 1/10-CP 

R97 1 

06S45674W81 

RES, RK 103J 1/10 -CP 

R98 

06S45674W97 

RES, RK 473J 1/10 -CP 

R99 

06S45674W89 

RES, RK 223J 1/10 -CP 

R100 

06S45674W89 

RES, RK 223J 1/10 -CP 

R101 ^ 

06S45674W81 

RES. RK 103J 1/10 -CP 

R102 1 

06S70072F21 

RES. CP . 47R-J-1/4-CP 

R103 

06S45674W97 

RES. RK 473J 1/10 -CP 

R105 

06S45674W27 

RES, RK 56RJ 1/10 -CP 

R106 

06S70072F90 ^ 

RES, CP . 1R0-J-1/4-CP 

R107 

06S70072F90 ^ 

RES, CP . 1R0-J-1/4-CP 

R108 

06S70072F90 

RES, CP . 1R0-J-1/4-CP 

R111 

06S45674W97 

RES, RK 473J 1/10 -CP 

R112 

06S45674tf97 

RES, RK 473J 1/10-CP 

R113 

06S45674W97 

RES, RK 473J 1/10-CP 

R114 

06S70072F21 

RES. CP . 47R-J-1/4-CP 

R115 

06S45675W22 

RES, RK 474J 1/10 -CP 

R116 

06S45674W97 

RES, RK 473J 1/10-CP 

R117 

06S15593Y61 

RES, RK 332F 1/10 -CP 

R118 

06S15593Y55 

RES, RK 182F 1/10 -CP 

R119 

06S45674W81 

RES, RK 103J 1/10 -CP 

R120 

06S45674W27 

RES, RK 56RJ 1/10 -CP 

R121 

06S45674W27 

RES, RK 56RJ 1/10-CP 

R122 

06S45674W27 

RES, RK 56RJ 1/10 -CP 

R123 

06S45674W27 

RES, RK 56RJ 1/10 -CP 



Part No. 

Description 


06S45674W33 

RES, RK 101J 1/10 “CP 


06S45674W97 

RES. RK 473 J 1/10 -CP 

R131 

06S45674W49 

RES, RK 471J 1/10 -CP 

R132 

06S45674W73 

RES, RK 472J 1/10 -CP 

R134 

06S45674W97 

RES, RK 473J 1/10 -CP 

R135 

06S45675W34 

RES, RK 225J 1/10 -CP 

R136 

06S45675W34 

RES, RK 225J 1/10 -CP 

R137 

06S45675W34 

RES. RK 225J 1/10 -CP 

R138 

06S45674W97 

RES. RK 473J 1/10 -CP 

R145 

06S45674W97 

RES. RK 473J 1/10 -CP 

R146 

06S45675W34 

RES, RK 225J 1/10 -CP 

R147 

06S45675W34 

RES. RK 225J 1/10 -CP 


06S45674W97 

RES, RK 473J 1/10 -CP 


06S45674W97 

RES. RK 473J 1/10 -CP 


06S45674W97 

RES. RK 473J 1/10 -CP 

R151 

06S45674W97 

RES. RK 473J 1/10 -CP 

R152 

06S45675W06 

RES, RK 104J 1/10 “CP 

R153 

06S45675W34 

RES, RK 225J 1/10 -CP 

R154 

06S45675W34 

RES, RK 225J 1/10 -CP 

R155 

06S45675W34 

RES, RK 225J 1/10 -CP 

R157 

06S45674W81 

RES. RK 103J 1/10 -CP 

R158 

06S45674W33 

RES. RK 101J 1/10 -CP 

R159 

06S45674W27 

RES. RK 56RJ 1/10 -CP 

R162 

06S45674W97 

RES. RK 473 J 1/10 -CP 

R166 

06S45675W06 

RES, RK 104J 1/10 “CP 

R167 

06S45674W33 

RES, RK 101J 1/10 “CP 

R168 

06S45674W33 

RES, RK 101J 1/10 “CP 

R169 

06S45674W33 

RES, RK 101J 1/10 “CP 

R170 

06S45674W97 

RES, RK 473 J 1/10 -CP 

R171 

06S45675W43 

RES, RK JUMPER1/10-CP 

R173 

06S45674W97 

RES, RK 473J 1/10 -CP 

R174 

06S45674W97 

RES, RK 473J 1/10 -CP 

R176 

06S45675W43 

RES. RK JUMPER1/10-CP 

R177 

06S45675W43 

RES. RK JUMPER1/10-CP 

R178 

06S45674W33 

RES, RK 101J 1/10 “CP 

R182 

06S45674W33 

RES, RK 101J 1/10 “CP 

R183 

06S45674W33 

RES, RK 101J 1/10 “CP 

R184 

06S45674W33 

RES, RK 101J 1/10 “CP 

R185 

06S45674W33 

RES. RK 101J 1/10 “CP 

R186 

06S45674W33 

Ires, rk ioij i/io -cp 

R187 

06S45674W33 

RES, RK rou 1/10 “CP 

R188 

06S45674W81 

RES, RK 103J 1/10 “CP 

R190 

06S45674W75 

RES. RK 562J 1/10 -CP 

R191 

06S45674W97 

RES. RK 473J 1/10 -CP 

R192 

06S45674W97 

RES. RK 473J 1/10 -CP 

R193 

06S45674W97 

RES, RK 473J 1/10 -CP 

R194 

06S45674W97 

RES. RK 473J 1/10 -CP 

R195 

06S45674W97 

RES. RK 473J 1/10 -CP 

R196 

06S45674W97 

RES, RK 473J 1/10 -CP 
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Symbol 

No. 

Part No. 

Description 


Symbol 

No. 

Part No. 

Description 

R197 

06S45674W97 

RES, RK 473J 1/10-CP 





R198 

06S45674W97 

RES.RK 473J 1/10 “CP 


1 Elevator P. W. Board 


R199 

06S45674W97 

RES, RK 473J 1/10 -CP 





R200 

06S45674W97 

RES, RK 473J 1/10 -CP 1 


1 Connector 


R201 

06S45674W97 

RES. RK 473J 1/10 -CP 


CHS 

01T35436Y01 

assy! wire motor 4PV 

R202 

06S45674W97 

RES, RK 473J 1/10-CP ! 





R203 

06S45674W97 

RES, RK 473J 1/10 -CP 





R204 

06S45674W97 

RES, RK 473J 1/10 -CP 





R205 

06S45674W97 

RES, RK 473J 1/10 -CP 





R206 

06S45674W97 

RES. RK 473J 1/10 -CP 









Miscel 

laneous 


R207 

06S45674W97 

RES, RK 473J 1/10-CP 


CB8001 

09T13515W04 

WTB. 5569-04A1 -DB (POWER) 

R208 

06S45674W33 

RES. RK 101J 1/10 -CP 


CB8002 

09T55071W01 

C0NN.TCP9389 BLACK (A i-NET OUT) 

R209 

06S45675W43 

RES, RK JUMPER1/10-CP 


C68003 

09T55071W02 

CONN. TCP9389 GREY (Ai-NET IN) 

R210 

06S45675W43 

RES. RK JUMPER1/10-CP ! 


C68004 

09T75119W02 

JAC, HSJ6063-012 -DB 

R213 

06S45674W97 

RES, RK 473J 1/10 -CP 




(REMOTE EYE IN) 



! 


CB8005 

09T45394Y01 

RCA, JPJ8411-01-32-DB (AUDIO OUT) 

R215 

06S45675W43 

RES, RK JUMPER1/10-CP 





R216 

06S45674W33 

RES, RK 101J 1/10 “CP 



09T45393Y01 

RCA. JPJ2074-01004-OB (VIDEO OUT) 

R217 

06S45674W33 

RES, RK 101J 1/10-CP 



51T75111W01 

TOTX193 -DS (OPT OUT) 

R218 

06S45674W33 

RES, RK 101J 1/10 -CP 





R2ig 

06S45674W33 

RES, RK 101J 1/10 -CP 





R235 

06S45675W43 

RES. RK JUMPER1/10-CP 





RA1 

06S45591W07 

RES. ARY MNR101J 4-CP 





RA2 

06S45591W07 

RES, ARY MNR101J 4-CP 





RA3 

06S45591W07 

RES, ARY MNR101J 4-CP 


1 DT66V010 


RA4 

06S45591W07 

RES. ARY MNR101J 4-CP 


HD101 

88T55031Y01 

PICK.TPU3011A-H 





Ml 01 

01V14300Y99 

ASSY, MOTOR (L0ADI NG/7V-370mA) 

RA5 

06S45591W07 

RES. ARY MNRIOIJ 4-CP 


M102 

59T65085W01 

MOTOR. LOAD FF-050SK 

RA6 

06S45591W07 

RES, ARY MNRIOIJ 4-CP 




(ELEVATOR/7V“370mA) 

RA7 

06S45591W17 

RES, ARY MNR56RJ 4-CP 


Ml 03 

01V38200Y99 

ASSY, MOTOR SLED {5V“245mA) 

RA8 

06S45591W17 

RES. ARY MNR56RJ 4-CP 


Ml 04 

01V38200Y98 

ASSY. MOTOR SPD 

RAO 

06S45591W17 

RES. ARY MNR56RJ 4-CP 




{VM:12V, VCC:5V“330inA) 

RA10 

06S45591W17 

RES. ARY MNR56RJ 4-CP 


S101 

40T35543W02 

SW , DET. SPVC21 -E07 (UNLOAD) 

RA11 

06S45591W17 

RES. ARY MNR56RJ 4-CP 



40T35543W02 

SW . DET. SPVC21 -E07 (LOAD 1NG) 

RA12 

06S45591W17 

RES, ARY MNR56RJ 4-CP 


SW104 

40T15222W01 

SW , DETECTOR (MAGAZINE IN) 





SW105 

40T71025F01 

SW.DETCT SPPB1102-DB (LIMIT) 





VR1 

18T55678W01 

SLD. RS32111 103-BX1 







(LINEAR POSITION SENSOR) 

Connectors ! 





CBl 

09T15108Y30 

FFC, 52437-3091 -ED 





CB2 

09T15107Y30 

FFC, 52435-3091 -EQ 





CB3 

09T75307W04 

WTB. 53261-0490 “E9 j 





CB4 

09T15107Y16 

FFC, 52745-1690 -E9 





CB6 

09T35050Y50 

FFC. FH12S-50S -EQ ! 

■ i 

• .1 
( 

1 

t 

i 

1 

j 
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Cabinet Assembly Parts List 


Symbol index Part No. 
No. 


13C41515Y01 

13C41515Y02 

13C41515Y01 

75C10781Y01 

07A61053W01 

03S82671F34 

03S44205G60 

55A20491Y04 

07D41525Y01 

03S70494F47 

03S38013W66 

47A41552Y01 

84T45536Y01 

05B41635J04 

54B50097Y01 

29T45687Y01 

81D30476Y01 

64C60211W05 

03S94385F48 

03A38056W01 

03A38056W02 

29C41045P02 


Descript ion 


FRONT, ESC ASSY 
FRONT, ESC ASSY 
FRONT, ESC ASSY 
DAMPER, DT{D) 

BKT,SPRING ASSY 

SCR,MCH(B) M2.6X5 
SCR,T-TITE M2.6X5 
KEY, LOCK 
BKT, INNER 
SCR,P-TITE M3X8 

SCR,T-T!TE M2.6X5 
SHAFT, PWB 
FPC,S680 
RIVET, PUSH 
CARD, CAUTION(KEY) 

CONTACT,OG363050 
DT66V010 

PRATE, INNER ASSY 
SCR, NYLOK M2X4 BLK 
SCR,T-TIME M2.6X6 DR 

SCR,T-TITE M2.6X6 DR 
LUG WRAP AROUND 


NOTE:Parts without part number are not supplied. 


Symbo 1 i ndex Pa r t No, Desc r i pt i on 

No. 



NOTE : O For North American Model Only, i 

A : For Japanese Model Only, Others 


: For General Foreign Model Only, 
Common. 
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DVD Changer Mechanism Assembly Parts List 


Symbo1 
No. 

Index 

Part No. 

Description 

4 


41B51993W01 

SPRING, EXTENSION 

5 


47A51917W01 

SHAR, GUIDE 

6 


75A80830W01 

RUBBER, SLEEVE 

7 


03S94385F19 

SCR,NYL0K M2X2.5 

8 


45B20458Y01 

SLIDER,CAM A S 

9 


04B41345P22 

WASH, 2.6X6X0.35 

10 


45B20459Y01 

SLIDER,CAM B S 

11 


04B41345P05 

WASH, 3.5X8X0.25 

■a 


44B51886W01 

RACK, ELEVATOR 

H 


03S40014G07 

SCR,MCH M2X4 

14 


44A60088W01 

GEAR, RACK • 

15 


44A60089W01 

GEAR, WHEEL 

16 


04B41345P24 

WASH, 2.1X5X0. 35 

17 


15A31865Y01 

GUIDE,MAGAZINE DTV 

18 


45A51880W01 

STOPPER, TRAY 

19 


41B51993W02 

SPRING, EXTENSION 

20 


03S40014G16 

SCR,MCH M2X14 

21 


03S94385F01 

SCR,NYL0K Ml.7X2.3 

22 


45A60160W01 

SPACER, BKT MOTOR 

23 


44A52035W01 

GEAR, DRIVE 

24 


04B41345P02 

WASH, 1.7X3.5X0.25 

25 


45A51874W01 

SLIDE, MAG.SW 

27 


07A51882W01 

BKT, SENSOR 

28 


03S94385F11 

SCR,NYL0K M2X5 P2 

29 


41B51993W03 

SPRING, EXTENSION 

30 


41B51993W04 

SPRING, EXTENSION 

31 


41B51993W05 

SPRING, EXTENSION 

32 


41A51996W01 

SPRING,TORS I ON 

33 


44A10811Y01 

WORM, STD 

36 


01A51932W01 

ASSY,RIV BKT PUSH P 

37 


45A51898W01 

ARM, PUSH PULL 

38 


03S40014G61 

SCR,MCH M2X5 

39 


15A51890W01 

GUIDE,CHASSIS TRAY 

40 


07A51884W01 

BKT, CORNER 

41 


44A52036W01 

GEAR, CAM 

42 


04B41345P15 

WASH, 1.2X3.5X0.35 

43 


44A51896W01 

GEAR, DRIVEN 

44 


45A51894W01 

ARM,TRAY A 

45 


04B41345P12 

WASH,L. 1.7X3.5X0.35 

46 


01A51937W01 

ASSY,RIV LEVER SLIDE 

47 


45A51887W01 

ARM,SW 

48 


15B51891W01 

GUIDE,TRAY SIDE 

49 


07B51879W01 

BKT, CLAMPER 

50 


43A91063W01 

TABLE, CUMPER-D 

51 


41A51872W01 

SPRING, CLAMPER 

52 


03S94385F07 

SCR,NYL0K M2X2 


NOTE:Parts without part number are not supplied. 


Symbol index 
No. 


41A51995W01 

41A51923W01 

84T65057W01 

03S40014G84 

03S40014G75 


Descript ion 


SPRING, COMPRESS ION 
SPRING, ROD 
FPC, SW/TRAY 
SCREW,MACHINE M2X6.5 
SCR,MCH M2X9 


07C31177Y01 BKT,BASE(B) DTV 

03S40014G66 SCR, MACH INE M2X3.5 

03S94385F58 SCR,NYL0K M2X3.5 
47A90995W01 SHAFT, PICKUP 

41A31498Y01 STOPPER, SHAFT 


44A21734YG1 

07A31496Y01 

07A3n78Y01 

47A90995W02 

03A31835Y01 

41A91651W01 

03A90997W01 

41B31497Y01 

07A30224Y01 

03S94385F80 

41B91640W08 

15A42025Y01 

07D31830Y01 

45A52034W01 

01V96600W15 

84T35646Y01 

41A31905Y01 

15A42026Y01 

01T35645Y01 



GEAR,MIDDLE-DV 
BKT,GEAR 
BKT,SHAFT DTV 
SHAR PICKUP 
SCR,ADJUST DTV 

SPRING, COMP 
SCREW, ADJUST 
SPRING, NUT 
BKT,SPRING NUT2 
SCR,NYLOCK M1.7X4 

SPRING, PULL 
COVER, WIRE 
BKT, BASE (A) 

LEVER, CAM 
ASSY, GEAR SCREW 
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Exploded View (DVD Changer Mechanism) 
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SERVICE MANUAL 


DVD/VIDEO CD/CD Changer 



VIDEO 


nn I DOLBY I 

DIGITAL 


dts 


[DIGITAL OUTl 



(digital video) 


nCOMPACT 

DIGITAL AUDIO 


- REVISED - 


•The model described in this manual is developed from Model DHA-S680/DHA-S680P. 
For information that is not mentioned in this service manual, refer to the Service Manual • 
DHA-S680/DHA-S680P (Part No. 68E32364S01). 

• Product Issue "C "(North American Model only). 

"B" (General Forerign Model / Japanese Model). 
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<Cautions for Safe Repair Work> 

The following cautions will prevent accidents in the workplace and will ensure safe products. 
•The symbols indicate caution is needed to prevent injuries and damage to property. 

The symbols and their meanings follow. 


/t\ Warning 

If you ignore this symbol and handle the product incorrectly or unsafely, 
serious injury or death may result. 

Caution 

If you ignore this symbol and handle the product incorrectly or unsafely, 
injury or only material damage may result. 


A 




The following symbols indicate two levels of cautions._ 


When you see this symbol, you have to be very careful. 


When you see this symbol, you have to follow the instructions there. 



▲ Do not look squarely into the laser light 

Fuse Caution 

X|\ coming from the pickup. 

Always use a designated fuse. 

You may loose you sight 

Use of an incorrect fuse may result in a fire. 



Do not allow wiring to be caught in the 

Battery Caution 

A screw/chassis. 

Use the designated battery. 

/I\ If wiring is caught in the screw/chassis, it may cause 

Confirm the correct polarity and seat of the battery. 

a short circuit, resulting in a fire. 

An incorrect battery or an improperly connected or 


seated battery may result in a fire. 


A 


A 


High Temperature Caution 

Touching the heat sink may cause severe burns. 


Reverse Power Supply Connections or 
Misconnections Caution 

Reverse power supply connections or misconnections 
may cause ignition problems and smoke may result. 




Designated Parts Caution 

Look up the part list and ensure that only designated 
Darts are used to prevent problems or accidents. 


Wiring Caution 

Ensure that the wiring is correct when rewiring to 
prevent problems with ignition/breakdown. 


▲ Soldering Caution 

Wear Gloves 

/|\ Hot solder from solder splash may cause severe 

Wear gloves to prevent electrical shocks or injury 

burns. 

from the end face of the metal. 


A 


For the FDA laser standard, the following CAUTION label is stuck on each product. 

Please be careful for repair. 

I CAUTION-Laser radiation when open, DO NOT STARE INTO BEAM 
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(Part No. 68E32364S01). 


NOTE : Due to continuing product improvement, specifications and designs are subject to 
change without notice. 
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S c h e m a t i c 


D I ag r am (1 /1 1 ) (On I y 


Difference) 


DHA-S680/DHA-S680P 


1 


NOTE:Refer to the Service Manua I ■DHA-S680/DHA-S680P 

(Part No. 68E32364S01)for description not mentioned 
in this manual. 

9-try7Z2 7il/- DHA-S680/DHA-S680P 

(68E32364S01) 


Chanoed-REV- 



5 


6 


Main P. W. Board {1/8) 

NOTE :N. U. i s Not Used Parts. 
;i) 15»J)N. U. 


- 7 - __ 

I g ^ C T ^ O 


- 8 - 


E 
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DHA-S680/DHA-S680P 

Schematic Diagram (5/11 ) (Only Difference) 



Main P. W. 
NOTE : N. U. 
)!) [o®i=W)N. 


Board (5/8) 

is Not Used Parts. 

u. 


- 9 


10 - 
“E 
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DHA-S680/DHA-S680P 


Terminal Voltage of IC/TR (Only Difference) 

NOTE : Refer to the Service ManuaI■DHA-S680/DHA-S680P 
(Part No. 68E32364S01) for description not 
mentioned in this manual. 


(PLL P.W.Board) 


1__ICT__ 

-^-' 

3.3V 

7 : 

OV 

13 

OV 

19 

3.3V 

2 

OV 

8 i 

CLK 

14 

3.3V 

_20 , 

NC 

3 

CLK 

9 : 

NC 

15 

NC 

21 , 

NC 


OV 

10 1 

NC 

16 

NC 

22 


5 

OV 

11 : 

NC 

17 1 

; NC 

23 1 

3.3V 

6 

3.3V 

12 1 

NC 

18 1 

1 OV 

24 1 

ic 


(Main P.W.Board) 

IC2201 

19 I3.3Vd-dTP^ 


[Measu ring Conditions] 

• Power Supply Voltage 

• Measuring Meter 

• Measuring Point Reference 

• Measuring Conditions 


• 5/J^'BEE 


IC2204 

1 I 3. 3Vp-pIP^ 

2 !3.3Vp-p(PS) 


: DC14.4V 

: Digital Multi Voltmeter 
: Between GND 
: TEST DISC play 
CD : TCD-782 

VIDEO CD : TVD-581A 
DVD : TDV-540 


: DC14.4V 
I f' v'7-^1- 

: ti7-m 

: x^hDiscS^ 

CD : TCD-782 

VIDEO CD : TVD-581A 
DVD : TDV-540 


11 - 












































DHA-S680/DHA-S680P 

Electrical Parts List (Only Difference) 


NOTE : For the parts not mentioned, refer to the Service Manual 
for DHA-S680/DHA-S680P (Part No. 68E32364S01). 


Model 

-i 

}HA-S680/DHA-S680P 

DHA-S680/DHA-S680P -REV- | 

Symbo1 


Description 


Description 

L_ 

No. 





Main P.W.Board 

IC’s 

IC’s 

O 

IC5004 

51T35453Y28 

MTP,MBM29DL800TA-90 

51T35453Y47 

MTP, MBM29DL800TA-90 

• 

IC5004 

51T35453Y28 

MTP, MBM29DL800TA-90 

51T35453Y49 

MTP,MBM29DL800TA-90 

A 

IC5004 

51T35453Y28 

MTP,MBM29DL800TA-90 

51T35453Y48 

MTP, MBM29DL800TA-90 


IC5301 

51T35566Y31 

MTP,D78F4216A6C 

51T45267Y01 

IC,D784216AGC-r33-QT 


IC5309 

51T55352W02 

1C ,TC4W66F -SE2 

— 

— 


1C5601 

51T35363Y01 

MB86366PFV -QT 

51T35363Y02 

MB86366A -QT 

Diode 

Diode 


D5306 

48T94335F02 

DI0,MA153A-TX -CP 

48T85357W01 

DI0,1PS226 -CP 

Coils 

Coils 


L2202 

24T95456W23 

FBi,BLM11B252SDPT-CP 

— 



L2203 

24T95456W23 

FBI,BLM11B252SDPT-CP 



Crystal 

Crystal 


XL2202 

91T35621Y04 

XTL,FX0-34FL 36.8-E5 



Caoacitors 

Capacitors 


C2211 

08S65128F88 

CAP,CER 104K-B1H -CP 

— 

— 


C2212 

08T15349Y01 

CAP,CER 105K-B1A -CP 

— 

— 


02213 

08S65128F88 

CAP,CER 104K-B1H -CP 

— 

— 


C8013 

08T15349Y01 

CAP,CER 105K-B1A -CP 

08S35350Y05 

CAP,CER 105K-B1A -CP 


C9502 

08T15349Y01 

CAP,CER 105K-B1A -CP 

08S35350Y05 

CAP,CER 105K-B1A -CP 


E2203 

23T25615Y43 

CAP,ZT 22R-1V -E6 

— 

— 


E5327 



23T35735Y02 

CAP,MVY 101-lC -E6 

Resistors 

Resistors 


R2217 

06S45674W29 

RES,RK 68RJ 1/10 -CP 

— 

— 


R2223 

06S15593Y90 

RES,RK 513F 1/10 -CP 

— 

— 


R5317 

— 

— 

06S45674W65 

RES,RK 222J 1/10 -CP 


R5327 

06S45674W65 

RES,RK 222J 1/10 -CP 




NOTE : O : For North American Model Only, # : For General Foreign Model Only, 
A : For Japanese Model Only, Others : Common. 














DHA-S680/DHA-S680P 


Model 


DHA-S680/DHA-S680P 

DHA-S680/DHA-S680P -REV- 

Symbo1 

Part No. 

Description 


Description 

No. 





R5337 

06S45674W81 

RES,RK 103J 1/10 -CP 

— 

— 

R5366 

— 

— 

06S45675W43 

RES,RK JUMPER1/10-CP 

R5367 

— 

— 

06S45675W43 

RES.RK JUMPER1/10-CP 

R5393 

06S45674W97 

RES.RK 473J 1/10 -CP 


— 

R9535 

06S45674W49 

RES,RK 471J 1/10 -CP 

i 

! 


Connector 

Connector 

CB5301 

09T85454W06 

WTB, 53398-0690 -E9 



DVD MECH P.W.Board 

1C 

1C 

IC10 

51T35427Y45 

MTP,M30800FCGP 

51T35427Y54 

MTP,M30800FCGP 

Caoaci 

tors 


Capacitors 

C54 

08T15349Y01 

CAP,CER 105K-BU -CP 

08S35350Y05 

CAP,CER 105K-B1A -CP 

C58 

08T15349Y01 

CAP,CER 105K-B1A -CP 

08S35350Y05 

CAP,CER 105K-B1A -CP 

C69 

08T55487W02 

CAP,CER.224K-B1C -CP 

08S35350Y03 

CAP,CER 224K-B1C -CP 

Resistors 

Resistors 

R9 

06S45675W10 

RES.RK 154J 1/10 -CP 

06S15594Y02 

RES,RK 154F 1/10 -CP 

R11 

06S45674W93 

RES.RK 333J 1/10 -CP 

06S15593Y85 

RES.RK 333F 1/10 -CP 

R12 

06S45674W57 

RES,RK 102J 1/10 -CP 

06S45674W41 

RES.RK 221J 1/10 -CP 

R13 

06S45674W89 

RES.RK 223J 1/10 -CP 

06S15593Y81 

RES.RK 223F 1/10 -CP 

R15 

06S45674W93 

RES.RK 333J 1/10 -CP 

06S15593Y85 

RES.RK 333F 1/10 -CP 

R16 

06S45674W57 

RES,RK 102J 1/10 -CP 

06S45674W41 

RES.RK 221J 1/10 -CP 

R17 

06S45674W89 

RES,RK 223J 1/10 -CP 

06S15593Y81 

RES.RK 223F 1/10 -CP 



PLL P.W.Board 
1C 

Ici I ^ 

Capacitors 



IC 

51T55068Y01 

SM8703AV-ET -SE6 

Capacitors 

08S45676W85 

08S45677W60 

08S45676W85 

08S45677W60 

08S45676W85 

CAP.CER 104K-B1C -CP 

CAP.CER 102J-CH1H-CP 

CAP.CER 104K-B1C -CP 

CAP.CER 102J-CH1H-CP 

CAP.CER 104K-B1C -CP 















































DHA-S680/DHA-S680P 


Model 


DHA-S680/DHA-S680P 

DHA-S680/DHA-S680P -REV- 

Symbol 

Part No. 

Description 

Part No. 

Description 

No. 





C6 

— 

— 

08S45677W60 

CAP, CER 102J-CH1H-CP 

C7 

— 

— 

08S45676W85 

CAP, CER 104K-B1C -CP 

C8 



08S45677W60 

CAP, CER 102J-CH1H-CP 

Resistors 

Resistors 

R1 

— 

— 

06S45674W33 

RES. RK 101J 1/10 -CP 

R2 

— 

— 

06S45674W93 

RES, RK 333J 1/10 -CP 

R3 

— 

— 

06S45674W33 

RES. RK 101J 1/10 -CP 

R4 



06S45674W33 

RES, RK 101J 1/10 -CP 


Cabinet Assembly Parts List (Only Difference) 


NOTE : For the parts not mentioned, refer to the Service Manual 
for DHA-S680/DHA-S680P (Part No. 68E32364S01). 


Model 

DHA-S680/DHA-S680P 

DHA-S680/DHA-S680P -REV- 

Symbol 

No. 

Index 

Part Na 

Description 

Index 

Part No. 

Description 

25 

1 



1 

14S50096Y37 

INS, CVR 19X15Xm 188 


- 14 - 
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y^^^LPINE 

SERVICE MANUAL 


DVD/VIDEO CD/CD Changer 


nn I DOLBY 
DIGITAL 




iPIGITAL OUTl 


n COMPACT nc( 


COMPACT 


(DIGITAL VIDEO) DIGITAL AUDIO 


- REVISED 2 - 

•The model described in this manuai is deveioped from Modei DHA-S680/DHA-S680P -REV-. 
For information that is not mentioned in this service manual, refer to the Service Manual • 
DHA-S680/DHA-S680P-REV-(Part No. 68E33190S01). 

DHA-S680-REV-*''X'-:^^xJl/i:4'oTi5USto 

DHA-S680 -REV- (68E33190S01) to 

•Product Issue "D" (North American Model Only) 

Serial Numbers After No. 11212001-B (General Foreign Model Only) 

Serial Numbers After No. 20114301-0 (Japanese Model Only) 


p 



..... \ 


11 

n 

1 

□OPTICAL OtOITAL OUTPt/T 

□BG1(Ht/74bllDAC 

QDOiiaLE LAYER READY 











(DHA-S680) 


DHA-S6BO/DHA-S6eOP 























<Cautions for Safe Repair Work> 

The following cautions will prevent accidents in the workplace and will ensure safe products. 
•The symbols indicate caution is needed to prevent injuries and damage to property. 

The symbols and their meanings follow. 


/f\ Warning 

If you ignore this symbol and handle the product incorrectly or unsafely, 
serious injury or death may result. 

Caution 

If you ignore this symbol and handle the product Incorrectly or unsafely, 

Injury or only material damage may result 


The following symbols indicate two levels of cautions. 


When you see this symbol, you have to be very careful. 


When you see this symbol, you have to follow the Instructions there. 



A Do not look squarely into the laser light 

coming from the pickup. 

You may loose you sight. 

Fuse Caution 

Always use a designated fuse. 

Use of an incorrect fuse may result in a fire. 


Do not allow wiring to be caught in the 

A screw/chassis. 

If wiring is caught in the screw/chassis, it may cause 
a short circuit resulting in a fire. 

Battery Caution 

Use the designated battery. 

Confirm the correct polarity and seat of the battery. 
An incorrect battery or an improperly connected or 
seated battery may result in a fire. 

A High Temperature Caution 

Touching the heat sink may cause severe burns. 

Designated Parts Caution 

Look up the part list and ensure that only designated 
parts are used to prevent problems or accidents. 

Reverse Power Supply Connections or 
Misconnections Caution 

may cause ignition problems and smoke may result 

Wiring Caution 

Ensure that the wiring Is correct when rewiring to 
prevent problems with ignition/breakdown. 


A Soldering Caution 

/ |\ Hot solder from solder splash may cause severe 

/-f A . 

burns; 

Wear Gloves 

B^B Wear gloves to prevent electrical shocks or injury 
from the end face of the metal. 


A 


For the FDA laser standard, the following CAUTION label is stuck on each product. 

Please be careful for repair, 

I CAUTION-Laser radiation when open, DO NOT STARE INTO BEAM 
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Schematic 


D i ag r am (1 /8) (On I y 


Difference) 


E_^_ E _^_E_ 

DHA-S680/DHA-S680P 


1 


NOTE:Refer to the Service Manua i-DHA-Seea/DHA-SeseP-REV- 
(Part No. 68E33190S01)for description not mentioned 
inthis manual. 

tf-t:T7Zo7Jh-DHA-S680/DHA-S680P-REV- 

(68E331 90S01) 


2 


3 


4 


[digital audio interface receiverI 


tCZII VCD/CD 4_5A 
7<ZD DVD/CD 4-5A 



5 


6 


Main P. W. Board (1/8) 

NOTE: N. U. is Not Used Parts. 
;i) liWDN. U. 


A 


9 - ■ _ 10 _ 

■0 ^ ^ ^ I I ^ ^ 
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A 


R 


a 


£ 


£ 


DHA-S680/DHA-S680P 

Schematic Diagram 


(2/8) (On 


y Difference) 


1 


2 


3 



5 


6 



Main P. W. Board (2/8) 

NOTE: N. U. is Not Used Prats. 

iBMiTDN. u. 


A 


11 
"R 
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a 




£ 


E 


_A_ 

DHA-S680/DHA-S680P 

Schematic Diagr 


am (4/8) (On 


£ 


y Difference) 


1 


2 


3 


4 


5 


6 



- 15 - 

7^-^— -B ^ C 


TJ 


- 16 - 


E 
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_A_ 




DHA-S680/DHA-S680P 

Schematic Diagram (6/8) (Only Difference) 





19 


NOTE:N. U. is Not Used Parts. 
;i) isiilHADN. U. 


car 


T 


■F 
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Schematic Diagram(7/8 


fference) 


DHA-S680/DHA-S680P 


REMOTE CONTROL SIGNAL 
IAND-BUFFER_ 


D_MUTE<IJ^ 

v_pareR<z5— 

f.l.POWER<ZJ^ 


- 5 M power 

- 6 NC 

- 7 MJ>iCC 

- 8 NC 

- 9 VOO 

-10 12.28SMHZ 
-11 12. 20a‘XH2 

- 1 2 GNO 

- 13 NC 

- 14 GND 

- 1 S RESET 

- 1 6 BATT-DET 

- 1 7 ACC-OET 

- 18 AI-(NT 

- 1e CS-VFD 

- 20 NC 

- 21 NC 

- 22 NC 

- 23 VOO 

- 24 VRef 

- 25 Hi-Temp 


IC03Q1 
0764216AGC 


A| CHG 75- 
NC 74- 
NC 75- 
GNO 72 - 
NC 71 - 
NC 70- 
VTreSET 69 — 
ACC-IN 68- 
EJECT-OUT 67- 
EJECT-IN $6- 
NC 65- 
NC 64- 
MAG2 SW 63- 
M RESET 62 - 
CD MODE 61 — 
VCD MODE 60 - 
DVD MODE 59 — 
NC 58- 
lEDOFF 67 — 
NC 66- 
NC 55- 
NC 64- 
NC 53- 
NC 62- 
EJECT-tEO 51 — 


NOTE:0:For North American Model Only, 

®:For General Foreign Model Only, 
A:For Japanese Model Only, 

Othes :Common. 


t5=><g3'~^<2:sr'. 


X—O TPS311 _ 

8-3C _ 

-__^COJ 40 DE 

- 

8-4 B 

- - -gOLEOOFF 

lEJECT LED SWITCH! 

1 |- .-"-gO EJECT.LED 


_5 “2 tLl_ 

OA ij ^ E®_ 


g-IC5307 
ns NJM2B03M a 

^ (2/2) E 


}MECHA RESET SWITCH! | 55" S' 
IBUS RESET switch! 


IMULTI VIBRATO^ 


lAi-NET BUS driver! g, 




:Tr\ sAl 


"32 2 2:: 


gip 

RESET 

AVSS 

SUS- 

BUS+ 

Avrr 

- 

in 


? jA s 

m » iS 

—r H L 

- 4. 7k 

"5g’5i^D^■ 
--IJ.. 

X-l ^ 


_ 165007 

TC74VHCTB8AFT 


Main P. W. Board (7/8) 

NOTE: N. U. is Not Used Parts. 
;£] 1*£®N. U. 
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DHA-S680/DHA-S680P 


Terminal Voltage of IC/TR (Only Difference) 

NOTE : Refer to the Service Manual-DHA-SeSO/DHA-SSSOP -REV- 
(Part No. 68E33190S01) for description not mentioned in this 
manual. 

;1IS : -y—t:'7.V^a7;U-DHA-S680 

/DHA-S680P -REV- (68E33190S01)$#,^,)lL'^1-„ 


(Main P.W.Board) 


1 102103 1 

1 

3.3V 

13 ! 

OV 

2 ! 

OV 

14 ! 

3.3V 

3 1 

CLK 

15 j 

NO 

4 I 

OV 

16 ! 

NO 

5 i 

OV 

17 i 

NO 

6 : 

3.3V 

CO 

OV 

7 1 

OV 

19 1 

3.3V 

8 : 

CLK 

20 ! 

CLK 

9 1 

NO 

21 1 

NO 

10 ! 

NO 

22 ! 

CLK 

11 ! 

NO 

23 ! 

3.3V 

_!1_L 

NO 

_Ji—L 

NC 


[ IC2202 1 

1 

1 

3.3Vp-p(PS) 

2 

1 

1 

3.3Vp-p(PS) 

3 

~r 

NC 

4 

1 

1 

OV 

5 

r 

I 

3.3Vp-p(PS) 

6 

_L_ 

3.3Vp-p(PS) 

7 

1 

OV 

8 

IT 

3.3V 


[Measuring Conditions] 
•Power Supply Voltage 

• Measuring Meter 
•Measuring Point Reference 

• Measu ring Conditions 


I IC2110 1 

1 

1 

1 

3.3Vp-p(PS) 

8 


2 


3.3Vp-p(PS) 

9 

1 3.3Vp-p(PS) 

3 

1 

_L. 

5Vp-p(PS) 

10 

j 3.3Vp-p(PS) 

4 

1 

1 

3.3Vp-p(PS) 

11 

. 5Vp-p(PS) 

5 

IT 

3.3Vp-p(PS) 

12 

1 3.3Vp-p(PS) 

6 

1 

5Vp-p(PS) 

CO 

: 3.3Vp-p(PS) 

7 

Ii 

OV 

14 

I 5V 



IC5001 

21 

l 3.3Vp-p(PS) 


\ IC5007 1 

8 

! 5Vp-p(PS) 

9 

j 3.3Vp-p(PS) 

10 

1 3.3Vp-p(PS) 


ti Vo Itmeter 


DC14.4V 
Digital Mu I 
Between GND 
TEST DISC play 
CD : TCD-782 

VIDEO CD : TVD-581A 
DVD : TDV-540 




•)iijt:» 


DC14.4V 

7;^hDISCS^ 

CD : TCD-782 
VIDEO CD : TVD-581A 
DVD : TDV-540 
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DHA-S680/DHA-S680P 

Description of IC TerminaKOnly Difference) 

NOTE : Refer to the Service Manual-DHA-SSSO/DHA-SSSOP -REV- 
(Part No. 68E33190S01) for description not mentioned in this 
manual. 

aia : -y—t'XT—a.7;U-DHA-S680 

/DHA-S680P -REV- (68E33190S01)$#BBJ|L^^f „ 


MB9r 

I01A : IC5001 

No. 

Symbo1 

I/O 

Terminal Description 

20 

DVD/CD 

0 

Audio signal output terminal for master clock switching. 

(DVD=H, CD=L) 

21 

VCD/CD 

0 

Audio signal output terminal for master clock switching. 

(VCD=H, CD=L) 

100 

NC(PULL-DOWN) 


Pul 1-down connect terminal. 


D784216AGC : IC5301 


No. 

Symbo1 

1/0 

Terminal Description 

100 

NC(PULL-DOWN) 

- 

Pul 1-down connect terminal. 


MB91101A : IC5001 


No. 

Symbo1 

1/0 

Terminal Description 

20 

DVD/CD 

0 

(DVD=H, CD=L) 

21 

VCD/CD 

0 

AudiofW-i'(7)7W--/D7(''® ^ „ 

(VCD=H, CD=L) 

100 

NC(PULL-DOWN) 


Pul l-downJ^i^Sffi-?'© 


D784216AGC : IC5301 


No. 

Symbo1 

1/0 

Terminal Description 

100 

NC(PULL-DOWN) 


Pul l-down®ilSffi^„ 
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. , _ , . , DHA-S680/DHA-S680P 

Electrical Parts List (Only Difference) 

NOTE : For the Parts not mentioned, refer to the Service Manual for 
DHA-S680/DHA-S680P -REV" (Part No. 68E33190S01) 

tt—t:'X'7“aT>L* 

DHA-SeSO/DHA-SeSOP -REV“ (68E33190S01)$#^.li|lNt-ro 

_ Capacitor : jjl F=microfarads,pF=picofarads _ 


SymboI 
No. 

Part No. 

DescrIption 

IC5607 

51T35385Y01 

TC7HZ245FK-EL -SE2 

IC5611 

51T15185Y01 

TC7SH08FU-TE85L -CP 

1C8001 

51T45599Y01 

LM2595S-3.3 -NEA 

IC8002 

51T45599Y02 

LM2595S-5.0 -NEA 

IC8003 

51T15198Y10 

LM2596SX-ADJ -NEA 

IC8004 

51T75197W09 

AN77L09M-TX -NE2 

IC8006 

51T75197W05 

AN77L05M-TX -NE2 

IC8007 

51T95193W01 

TDA3606AT -SE9 

IC8008 

51T35415Y01 

P007VZ5M2Z -NE5 

IC8009 

51T35410Y01 

S-817A33ANB-T2 -CP 

IC9501 

51T35208Y02 

MB86373B -QT 

IC9502 

51T45052Y01 

MSM56V16160DP -ST 

Transistors 

Q5001 

48T55462Y01 

TR,2SB1132-QR-100-E2 

Q5002 

48T45251W03 

TR ,UN5212 22-22 -CP 

Q5301 

48T64222F02 

TR ,UN2212 22-22 -TX 

Q5303 

48T45251W51 

TR ,UN5113 47-47 -CP 

Q5304 

48T45594W12 

TR ,XN1A312 -TX-CP 

Q5305 

48T63788F01 

TR ,CP.2SD1328 -TX 

Q5306 

48T63788F01 

TR ,CP.2SD1328 -TX 

Q5307 

48T63788F01 

TR ,CP.2SD1328 -TX 

Q5308 

48T63788F01 

TR ,CP.2SD1328 -TX 

Q5310 

48T63417F01 

TR ,CP.2SC2412K -96 

Q5311 

48T45594W12 

TR ,XN1A312 -TX-CP 

Q5361 

48T64222F02 

TR ,UN2212 22-22 -TX 

Q8001 

48T64222F02 

TR ,UN2212 22-22 -TX 

Q8002 

48T73022F01 

TR ,2SB766A 

Q8003 

48T45251W01 

TR ,UN5213 47-47 -CP 

Q8007 

48T63417F01 

TR ,CP.2SC2412K -96 

Q8008 

48T45251W53 

TR ,UN5112 22-22 -CP 

Q8009 

48T45594W12 

TR ,XN1A312 -TX-CP 

Q80U 

48T45594W12 

TR ,XmA312 -TX-CP 

Q8801 

48T45251W09 

TR,UN521F-TX -CP 

Q8802 

48T45251W09 

TR,UN521F-TX -CP 

Q8803 

48T45251W09 

TR,UN521F-TX -CP 

Q8810 

48T64221F13 

TR,UN211H-TX -CP 

08811 

48T45251W03 

TR ,UN5212 22-22 -CP 

09501 

48T63417F01 

TR ,CP.2SC2412K -96 

09502 

48T63420F01 

TR,2SA1037AK-146 -CP 

09503 

48T63417F01 

TR ,CP.2SC2412K -96 

09504 

48T25055Y02 

TR, UN2226-TX -CP 


RES.= Resistor 

C.F.= Carbon FI Im 
M.F.= Metal Film 

M.0.= Metal OxideFi (m 
M.P.= Metal Plate 

TR. = Transistor 

TRANS.= Transformer 

CP. = Chip 

Abbreviations 

CAP. = Capacitor 

ELY.= Electrolytic 

CER. = Ceramic 

MYL.= Mylar 

TAN.= Tantalum 

P0LY.= Polystyrol 

PP. = Polypropylene 

PLT.= Polyethylene 

PF. = Polyester FiIm 

1 Symbo1 

Part No. 

Descript ion 

L 

No. 1 



Main P.W.Board 

IC’s 


IC2001 

51T25002Y01 

PCM1716E-2K -SE6 


IC2002 

51T25576W07 

NJM4580V-TE2 -SE2 


1C2101 

51T25183Y02 

TC7SET08FU-EL -CP 


IC2103 

51T55068Y01 

SM8703AV-ET -SE6 


1C2110 

51T15194Y01 

TC74VHCT08AR-EL-SE5 


IC2201 

51T15273Y02 

LC89051VHS-TLM -SEC 


(C2202 

51T35347Y01 

TC7WH157FU-TE12L-SE1 


iC2204 

51T35347Y01 

TC7WH157FU-TE12L-SE1 


IC5001 

51T35209Y01 

MB91101A -QT 


IC5002 

51T15669Y01 

TC55V100USTI-EL-SE9 


IC5003 

51T15608Y01 

MSM54V16258BP -ST 

o 

IC5004 

51T35453Y47 

MTP,MBM29DL800TA-90 


IC5004 

51T35453Y49 

MTP,MBM29DL800TA-90 

A 

IC5004 

51T35453Y48 

MTP,MBM29DL800TA-90 


IC5005 

51T25069Y01 

TC7WH34FU-TE12L -SE1 


IC5006 

51T45605Y01 

TC7SH00FU-TE85L -CP 


IC5007 

51T15194Y01 

TC74VHCT08AFT-EL-SE5 


IC5301 

51T45267Y01 

IC,D784216AGC-133-QT 


IC5302 

51T25404Y02 

TC7W53FU-TE12L -SE1 


1C5303 

51T25370W01 

1C ,MC14538BFEL -SE6 


IC5304 

51T55070W05 

MB88385CPF-ER -SE9 


IC5305 

51T25576W07 

NJM4580V-TE2 -SE2 


(C5306 

51T15456Y01 

TC74HC4066AFT-EL-SE5 


IC5307 

51T93332F01 

IC,NJM2903M-TE3 -SE2 


IC5308 

51T25576W07 

NJM4580V-TE2 -SE2 


IC5310 

51T25183Y02 

TC7SET08FU-EL -CP 


IC5311 

51T25576W07 

NJM4580V-TE2 -SE2 


IC5601 

51T35363Y02 

MB86366A -QT 


IC5602 

51T45052Y01 

MSM56V16160DP -ST 


IC5603 

51T35445Y01 

TC7WHU04FU-TE12L-SE1 


IC5604 

51T35385Y01 

TC7MZ245FK-EL -SE2 


IC5605 

51T35385Y01 

TC7MZ245FK-EL -SE2 


IC5606 

51T35385Y01 

TC7MZ245FK-EL -SE2 


NOTE : O : For North American Model Only, • : For General Foreign Model Only, 
A : For Japanese Model Only, Others : Common. 


















DHA-S680/DHA-S680P 


Symbo1 
No. 

Part No. 

Description 

Diodes 

D2001 

48T25651W01 

DIO,CP MA152WA 

D5001 

48T16617W01 

DI0,1SS332-TT11 -CP 

D5301 

48T25651W02 

D!0,MA152WK-TX -CP 

D5302 

48T16617W01 

D10,1SS332-TT11 -CP 

D5303 

48T15706Y01 

DI0,MA132WA-TX -CP 

D5304 

48T15706Y01 

DI0,MA132WA-TX -CP 

D5306 

48T85357W01 

DI0,1PS226 -CP 

D5307 

48T25651W02 

DI0,MA152WK-TX -CP 

D5361 

48T25651W01 

DIO,CP MA152WA 

D8001 

48T35156Y01 

VST,SM6A27 -EA 

D8002 

48T45286Y01 

DI0,SHT RB050L-40-E1 

D8003 

48T45286Y01 

DI0,SHT RB050L-40-E1 

D8004 

48T45286Y01 

DIO,SHT RB050L-40-E1 

D8005 

48T25593Y01 

DIO,S1G-6601 -El 

D8006 

48T25651W02 

DI0,MA152WK-TX -CP 

D8007 

48T25651W02 

DIO,MA152WK-TX -CP 

D8008 

48T25651W02 

DIO,MA152WK-TX -CP 

D9501 

48T16617W01 

DIO,1SS332-mi -CP 

ZD5301 

48T62934F30 

DIO,ZEN.RD7.5MB1 -CP 

ZD5302 

48T62934F30 

DI0,ZEN.RD7.5MB1 -CP 

ZD5303 

48T62934F19 

DI0,ZEN.RD5.1MB2 -CP 

ZD8005 

48T62934F22 

DI0,ZEN.RD5.6MB2 -CP 

ZD8007 

48T62934F19 

DI0,ZEN.RD5.1MB2 -CP 

ZD9501 

48T75035W01 

DIO,ZEN LM40402.5-CP 

Coils 

L2001 

24T75195W44 

IND,LFC32 33RJ -CP 

L2002 

24T75195W46 

IND,LFC32 47RJ -CP 

L20n 

24T95456W23 

FB1,BLM18BD252SH1-CP 

L5001 

24T95456W04 

FBl,BLM18BBt41SHl-CP 

L8001 

24T25578Yn 

iND,D124C 68RM -EA 

L8002 

24T25578Y13 

IND,D124C 101M -EA 

L8003 

24T25578Y10 

IND,D124C 47RM -EA 

L8010 

25T45638Y01 

CHOKE, ALD-16-3 + 

L9501 

24T15758Y12 

IND,NLFC 68RK -CP 

L9502 

24T35246Y10 

IND,LEM2520 4R7J -CP 

L9503 

24T35246Y13 

IND,LEM2520 8R2J -CP 

L9504 

24T35246Y12 

IND,LEM2520 6R8J -CP 

L9505 

24T15758Y12 

1ND,NLFC 68RK -CP 

Filters 

CF8001 

91T95452W03 

EMI,NFM39R02C101 -CP 

CF8002 

91T95452W03 

EM(,NFM39R02C101 -CP 

Z8001 

91T75198W05 

EMI,NFE61PT472C1H-E1 


Symbo1 
No. 

Part No. 

Description 

Z8002 

91T75198W05 

EMI,NFE61PT472C1H-E1 , 

Z8003 

91T75198W05 

EMI,NFE61PT472C1H-E1 

Z8005 

91T75198W05 

EMI,NFE61PT472C1H-E1 

Crystals 

XL5001 

91T25038Y10 

XTL,CX-11F 12.50M-E5 

XL5301 

91T45433W12 

XTL,CP12A 4.000M-E9 

XL5302 

91T95084W02 

XTL,CS20 12.288M -E9 

XL5601 

91T25038Y12 

XTL,CX-11F 32.00M-E5 

XL9502 

91T35539Y01 

XTL,2720T 27.000M-E2 

LED’s 

LD8801 

48T25454Y01 

LED,GRN BG1101F -CP 

LD8802 

48T25454Y01 

LED, CRN BG1101F -CP 

LD8803 

48T25454Y01 

LED,GRN BG1101F -CP 

Caoacitors 

C2001 

08S65128F78 

CAP,CER.223K-B1H -CP 

C2002 

08S65128F78 

CAP,CER.223K-B1H -CP 

C2003 

08S65128F78 

CAP,CER.223K-B1H -CP 

C2004 

08S82122F37 

CAP,CER.101J-CH1H-CP 

C2005 

08S82122F41 

CAP,CER.151J-CH1H-CP 

C2006 

08S82122F49 

CAP,CER.331J-CH1H-CP 

C2007 

08S82122F37 

CAP,CER.101J-CH1H-CP 

C2008 

08S82122F41 

CAP,CER.151J-CH1H-CP 

C2009 

08S82122F49 

CAP,CER.331J-CH1H-CP 

C2010 

08S65128F78 

CAP,CER.223K-B1H -CP 

C2011 

08S65128F78 

CAP,CER.223K-B1H -CP 

C2012 

08S65128F88 

CAP,CER 104K-B1H -CP 

C2013 

08S65128F78 

CAP,CER.223K-B1H -CP 

C2014 

08S65128F69 

CAP,CER.103K-B1H -CP 

C2100 

08S45676W85 

CAP,CER 104K-B1C -CP 

C2101 

08S65128F88 

CAP,CER 104K-B1H -CP 

C2102 

08S65128F78 

CAP,CER.223K-B1H -CP 

C2no 

08S65128F69 

CAP,CER.103K-B1H -CP 

C2113 

08S45676W85 

CAP,CER 104K-B1C -CP 

C2116 

08S45676W85 

CAP,CER 104K-B1C -CP 

C2121 

08S45676W85 

CAP,CER 104K-B1C -CP 

C2122 

08S45677W60 

CAP.CER 102J-CH1H-CP 

C2123 

08S45676W85 

CAP,CER 104K-B1C -CP 

C2124 

08S45677W60 

CAP.CER 102J-CH1H-CP 

C2125 

08S45676W85 

CAP.CER 104K-B1C -CP 

C2126 

08S45677W60 

CAP.CER 102J-CH1H-CP 

C2127 

08S45676W85 

ICAP.CER 104K-B1C -CP 
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Symbol 

No. 

Part No. 

Description 

C2128 

08S45677W60 

CAP,CER 102J-CH1H-CP 

C2201 

08S65128F78 

CAP,CER.223K-B1H -CP 

C2202 

08S65128F69 

CAP,CER.103K-B1H -CP 

C2203 

08S65128F69 

CAP,CER.103K-B1H -CP 

C5001 

08S82122F17 

CAP,CER.15RJ-CH1H-CP 

C5002 

08S82122F17 

CAP,CER.15RJ-CH1H-CP 

C5003 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5004 

08S65128F78 

CAP,CER.223K-B1H -CP 

C50Q5 

08S65128F78 

CAP,CER. 223K-B1H -CP 

C5006 

08S65128F78 

CAP,CER.223K-B1H-CP 

C5007 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5008 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5009 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5010 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5011 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5012 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5013 

08S65128F69 

CAP.CER. 103K-B1H -CP 

C5014 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5015 

08S65128F78 

CAP, CER.223K-B1H -CP 

C5016 

08S65128F69 

CAP,CER.103K-B1H -CP 

C5017 

08S65128F69 

CAP,CER.103K-B1H -CP 

C5301 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5302 

08S82122F23 

CAP,CER.27RJ-CH1H-CP 

C5303 

08S82122F23 

CAP, CER. 27RJ-CH1H-CP 

C5304 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5305 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5306 

08S65128F88 

CAP, CER 104K-B1H -CP 

C5307 

08S82122F37 

CAP, CER.101J-CH1H-CP 

C5308 

08S65128F88 

CAP, CER 104K-B1H -CP 

C5309 

08S45677W25 

CAP, CER 36RJ-CH1H-CP 

C5310 

08S45677W25 

CAP,CER 36RJ-CH1H-CP 

C5311 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5312 

08S45677W25 

CAP,CER 36RJ-CH1H-CP 

C5313 

08S45677W25 

CAP, CER 36RJ-CH1H-CP 

C5314 

08S65128F78 

CAP,CER.223K-B1H -CP 

,C5315 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5316 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5317 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5318 

08S82122F13 

CAP,CER. 10R0-CH1H-CP 

C5319 

08S82122F13 

CAP,CER.10RD-CH1H-CP 

C5320 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5321 

08S65128F69 I 

CAP,CER.103K-B1H -CP 

C5322 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5323 

08S65128F88 ' 

CAP,CER 104K-B1H -CP 

C5324 

08S65128F88 

j 

CAP, CER 104K-B1H -CP 

C5327 

08S45677W58 

CAP, CER 821J-CH1H-CP 

C5328 

08S45677W58 

CAP, CER 821J-CH1H-CP 

C5329 

08S45677W58 

CAP, CER 821J-CH1H-CP 

C5330 

1 

08S45677W58 

CAP, CER 821J-CH1H-CP 


DHA-S680/DHA-S680P 


Symbo} 
No. 

Part No. 

Description 

C5335 

08S65128F79 

CAP,CER.273K-B1H -CP 

C5336 

08S45676W66 

CAP,CER.272K-B1H -CP 

C5337 

08S65128F88 

CAP, CER 104K-B1H -CP 

C5601 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5602 

08865128F78 

CAP,CER.223K-B1H -CP 

C5603 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5604 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5605 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5606 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5607 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5608 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5609 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5610 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5611 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5612 

08865128F78 

CAP,CER.223K-B1H -CP 

C5613 

08865128F78 

CAP,CER.223K-B1H -CP 

C5614 

08865128F78 

CAP,CER.223K-B1H -CP 

C5615 

08865128F78 

CAP,CER.223K-B1H -CP 

C5616 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5617 

08S82122F13 

CAP,CER.10RD-CH1H-CP 

C5618 

08S82122F13 

CAP,CER.10RD-CH1H-CP 

C5620 

08S65128F88 

CAP,CER 104K-B1H -CP 

C5621 

08865128F88 

CAP, CER 104K-B1H -CP 

C5622 

08865128F88 

CAP,CER 104K-B1H -CP 

C5623 

08865128F88 

CAP,CER 104K-B1H -CP 

C5624 

08865128F88 

CAP, CER 104K-B1H -CP 

C5625 

08865128F88 

CAP,CER 104K-B1H -CP 

C5626 

08865128F88 

CAP,CER 104K-B1H -CP 

C5627 

08S65128F78 

CAP,CER.223K-B1H -CP 

C5628 

08865128F69 

CAP,CER.103K-B1H -CP 

C5629 

08865128F69 

CAP,CER.103K-B1H -CP 

C8001 

08S65128F78 

CAP,CER.223K-B1H -CP 

C8002 

08865128F78 

CAP,CER.223K-B1H -CP 

C8003 

08865128F78 

CAP,CER.223K-B1H -CP 

C8007 

08845676W65 

CAP,CER.222K-B1H -CP 

C8008 

08865128F88 

CAP,CER 104K-B1H -CP 

C8009 

08865128F78 

CAP,CER.223K-B1H -CP 

C8010 

08865128F79 

CAP,CER.273K-B1H -CP 

C8011 

08S65128F79 

CAP,CER.273K-B1H -CP 

C8012 

08865128F88 

CAP,CER 104K-B1H -CP 

C8013 

08S35350Y05 

CAP,CER 105K-B1A -CP 

C8014 

08T55390W34 

CAP,TF 274J-1H -R5 

C8801 

08882122F43 

CAP,CER.181J-CH1H-CP 

C8802 

08882122F43 

CAP,CER.181J-CH1H-CP 

C8803 

08882122F43 

CAP,CER.181J-CH1H-CP 

C9501 

08865128F88 

CAP,CER 104K-B1H -CP 

C9502 

08S35350Y05 

CAP, CER 105K-B1A -CP 

C9504 

08865128F88 

CAP, CER 104K-B1H-CP 

C9506 

08865128F88 

CAP,CER 104K-B1H -CP 
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DHA-S680/DHA-S680P 


Symbo1 
No. 

Part No. 

Description 

C9507 

08S65128F88 

CAP,CER 104K-B1H -CP 

C9508 

08S65128F88 

CAP,CER 104K-B1H -CP 

C9509 

08S82122F29 

CAP,CER.47RJ-CH1H-CP 

C9510 

08S82122F42 

CAP,CER.161J-CH1H-CP 

C9511 

08S82122F19 

CAP,CER.18RJ-CH1H-CP 

C9512 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9513 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9514 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9515 

08S65128F78 

CAP,CER. 223K-B1H -CP 

C9516 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9517 

08S65r28F78 

CAP,CER.223K-B1H -CP 

C9518 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9519 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9520 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9521 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9522 

08S82122F13 

CAP,CER.10RD-CH1H-CP 

C9523 

08S65128F88 

CAP, CER 104K-B1H -CP 

C9524 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9525 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9526 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9527 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9528 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9529 

08S65128F78 

CAP, CER.223K-B1H -CP 

C9530 

08S45676W85 

CAP,CER 104K-B1C -CP 

C9532 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9533 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9534 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9535 

08S65128F78 

CAP,CER.223K-B1H -CP 

C9536 

08S65128F88 

CAP,CER 104K-B1H -CP 

C9537 

08S65128F69 

CAP,CER.103K-B1H -CP 

C9538 

08S65128F69 

CAP,CER.103K-B1H -CP 

C9539 

08S65128F69 

CAP,CER.103K-B1H -CP 

E2001 

23T25615Y23 

CAP,ZT 33R-1C -E6 

E2002 

23T25615Y43 

CAP,ZT 22R-1V -E6 

E2003 

23T25615Y43 

CAP,ZT 22R-1V -E6 

E2004 

23T25615Y57 

CAP,ZT 3R3-1H -E2 

E2005 

23T25615Y57 

CAP,ZT 3R3-1H -E2 

E2006 

23T25615Y31 

CAP,ZT 4R7-1E -E2 

E2007 

23T25615Y31 

CAP,ZT 4R7-1E -E2 

E2008 

23T25615Y23 

CAP,ZT 33R-1C -E6 

E2009 

23T25615Y23 

CAP,ZT 33R-1C -E6 

E2010 

23T25615Y57 

CAP,ZT 3R3-1H -E2 

E2011 

23T25615Y23 

CAP,ZT 33R-1C -E6 

E2101 

23T35735Y02 

CAP,MVY 101-lC -E6 

E2102 

23S65134W55 

CAP, ELY 22R-1V(6).-E6 

E2201 

23T35735Y02 

CAP,MVY 101-1C -E6 

E5001 

23T15765Y78 

CAP, TAN 22R-1C-E -E1 

E5002 

23T15765Y78 

CAP, TAN 22R-1C-E -El 

• E5003 

23T15765Y78 

CAP, TAN 22R-1C-E -El 


SymboI 
No. 

Part No. 

Description 

E5004 

23T15765Y23 

CAP,TAN 47R-1C-G -E2 

E5301 

23T15765Y78 

CAP,TAN 22R-1C-E -E1 

E5302 

23T15765Y78 

CAP,TAN 22R-1C-E -El 

E5303 

23T25615Y21 

CAP,ZT lOR-lC -E2 

E5304 

23S65134W31 

CAP,ELY 10R-1C(4)-E2 

E5305 

23S65134W31 

CAP,ELY 10R-1C(4)-E2 

E5306 

23S65134W31 

CAP, ELY 10R-1C(4)-E2 

E5307 

23S65134W31 

CAP, ELY 10R-1C(4)-E2 

E5308 

23T25615Y43 

CAP,ZT 22R-1V -E6 

E5309 

23S65134W32 

CAP,ELY 22R-1C(5)-E3 

E5310 

23S65134W32 

CAP,ELY 22R-1C(5)-E3 

E5311 

23S65134W32 

CAP,ELY 22R-1C(5)-E3 

E5312 

23S65134W32 

CAP,ELY 22R-1C(5)-E3 

E5313 

23T15765Y78 

CAP,TAN 22R-1C-E -El 

E5314 

23T25615Y21 

CAP,ZT 10R-1C -E2 

E5315 

23T25615Y21 

CAP,ZT 10R-1C -E2 

E5316 

23T25615Y43 

CAP,ZT 22R-1V -E6 

E5327 

23T35735Y02 

CAP,MVY 101-lC -E6 

E5601 

23T15765Y23 

CAP,TAN 47R-1C-G -E2 

E5602 

23T15765Y23 

CAP,TAN 47R-1C-G -E2 

E5603 

23T15765Y78 

CAP,TAN 22R-1C-E -E1 

E8001 

23T35505W10 

CAP,ELY 472-1C + 

E8002 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8003 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8004 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8006 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8007 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8008 

23S65134W45 

CAP,ELY 33R-1E(6)-E6 

E8009 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8010 

23S65134W45 

CAP,ELY 33R-1E(6)-E6 

E8011 

23S65134W72 

CAP, ELY 3R3-1H(4)-E2 

E8012 

23S65134W13 

CAP, ELY 101-0J(6)-E6 

E8013 

23S65134W13 

CAP, ELY 101-0J(6)-E6 

E8014 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8015 

23S65134W13 

CAP,ELY 101-0J(6)-E6 

E8016 

23S65134W64 

CAP,ELY R47-1H(3)-E2 

E8017 

23S65134W65 

CAP,ELY 1R0-1H(3)-E2 

E8018 

23S65134W45 

CAP,ELY 33R-1E(6)-E6 

E8019 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8020 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8021 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8022 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8023 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8024 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8025 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8028 

23T35735Y02 

ICAP,MVY 101-lC -E6 

E8029 

23T35735Y02 

|CAP,MVY 101-lC -E6 

E8030 

23T35735Y02 

CAP,MVY 101-lC -E6 

E8032 

23T35735Y02 

:CAP,MVY 101-lC -E6 


30 - 




Syjnbo I 

Part No. 

Description 

No. 


E8033 

23T35735Y02 

CAP,MVY 101-1C -E6 

E8034 

23T35735Y02 

CAP,MVY 101-1C -E6 

E8035 

23T35735Y02 

CAP,MVY 101-1C -E6 

E8036 

23T35735Y02 

CAP,MVY 101-1C -E6 

E8043 

23T35735Y02 

CAP.MVY 101-1C -E6 

E8044 

23T35735Y02 

CAP,MVY 101-1C -E6 

E8045 

23T35735Y02 

CAP,MVY 101-1C -E6 

E8053 

23T35735Y02 

CAP,MYY 101-1C -E6 

E8063 

23T35735Y02 

CAP,MVY 101-1C -E6 

E9501 

23S65134W46 

CAP, ELY 47R-1E(6)-E6 

E9503 

23S65134lfll44 

CAP,ELY 22R-1E(6)-E6 

E9504 

23S65134W47 

CAP,ELY 101-1E(8)-E6 

E9505 

23S65134W46 

CAP,ELY 47R-1E(6)-E6 

E9506 

23S65134W38 

CAP,ELY 471-1C(1)-EA 

E9508 

23T15765Y23 

CAP, TAN 47R-1C-6 -E2 

E9509 

23T15765y23 

CAP,TAN 47R-1C-G-E2 

Resistors 

R1001 

06S45674W33 

RES,RK 101J 1/10 -CP 

R2001 

06S15594Y12 

RES,RK 394F 1/10 -CP 

R2002 

06S15593Y69 

RES,RK 682F 1/10 -CP 

R2003 

06S15593Y69 

RES,RK 682F 1/10 -CP 

R2004 

06S15593Y69 

RES,RK 682F 1/10 -CP 

R2005 

06S15593Y69 

RES,RK 682F 1/10 -CP 

R2006 

06S45674W54 

RES,RK 751J 1/10 -CP 

R2007 

06T75432m7 

RES,RK 244J 1/8 -CP 

R2008 

06S45674W81 

RES,RK 103J 1/10 -CP 

R2009 

06S15304Y57 

RES,RK 222J 1/10 -CP 

R2010 

06S45674W89 

RES,RK 223J 1/10 -CP 

R2011 

06S45674W75 

RES,RK 562J 1/10 -CP 

R2012 

06S45674W54 

RES, RK 751J 1/10-CP 

R2013 

06T75432W17 

RES,RK 244J 1/8 -CP 

R2014 

06S45674W81 

RES,RK 103J 1/10 -CP 

R2015 

06S15304Y57 

RES,RK 222J 1/10 -CP 

R2016 

06S45674W89 

RES,RK 223J 1/10 -CP 

R2017 

06S45674W75 

RES,RK 562J 1/10 -CP 

R2018 

06S45674W97 

RES,RK 473J 1/10 -CP 

R2019 

06S15594Y16 

RES,RK 564F 1/10 -CP 

R2020 

06S15594Y19 

RES,RK 754F 1/10 -CP 

R2025 

06S45675W43 

RES,RK JUMPER1/10-CP 

R2102 

06S45674W79 

RES, RK 822J 1/10-CP 

R2103 

06S45674W21 

RES,RK 33RJ 1/10 -CP 

R2122 

06S45674W35 

RES,RK 121J 1/10 -CP 

R2131 

06S45674W35 

RES,RK 121J 1/10 -CP 

R2132 ' 

06S45674W35 

RES,RK 121J 1/10 -CP 

R2133 ' 

06S45674W35 

RES,RK 121J 1/10 -CP 

R2137 

06S45674W49 

RES,RK 471J 1/10-CP 


DHA-S680/DHA-S680P 


Symbo1 
No. 

Part No. 

Description 

R2150 

06S45674W25 

RES,RK 47RJ 1/10 -CP 

R2201 

06S15593Y51 

RES,RK 122F 1/10 -CP 

R2202 

06S15593Y63 

RES,RK 392F 1/10 -CP 

R2203 

06S15593Y75 

RES,RK 123F 1/10 -CP 

R2204 

06S15593Y75 

RES,RK 123F 1/10 -CP 

R2205 

06S15593Y63 

RES,RK 392F 1/10 -CP 

R2206 

06S15593Y51 

RES,RK 122F 1/10 -CP 

R2207 

06S15593Y29 

RES,RK 151F 1/10 -CP 

R2208 

06S45674W97 

RES,RK 473J 1/10 -CP 

R2209 

06$456741V97 

RES,RK 473J 1/10 -CP 

R2210 

06S45674W97 

RES,RK 473J 1/10 -CP 

R2214 

06S45674W35 

RES,RK 121J 1/10 -CP 

R2221 

06S15593Y92 

RES,RK 623F 1/10 -CP 

R2227 

06S45674W09 

RES,RK 10RJ 1/10 -CP 

R5001 

06S45674W21 

RES,RK 33RJ 1/10 -CP 

R5002 

06S45674W29 

RES,RK 68RJ 1/10 -CP 

R5006 

06S45674W81 

RES,RK 103J 1/10 -CP 

R5009 

06S45674W81 

RES,RK 103J 1/10 -CP 

R5012 

06S45674W09 

RES,RK 10RJ 1/10-CP 

R5013 

06S45674W29 

RES,RK 68RJ 1/10 -CP 

R5014 

06S45674W29 

RES,RK 68RJ 1/10 -CP 

R5015 

06S45674W81 

RES,RK 103J 1/10 -CP 

R5016 

06S456741V81 

RES,RK 103J 1/10 -CP 

R5017 

06S45675W43 

RES,RK JUMPER1/10-CP 

R5018 

06S45674W97 

RES,RK 473J 1/10 -CP 

R5027 

06S45674W81 

RES,RK 103J 1/10 -CP 

R5028 

06S45674W57 

RES,RK 102J 1/10 -CP 

R5029 

06S45674W57 

RES,RK 102J 1/10 -CP 

R5036 

06S45674W29 

RES,RK 68RJ 1/10 -CP 

R5037 

06S15594Y17 

RES,RK 624F 1/10 -CP 

R5046 

06S45674W81 

RES, RK 103J 1/10 -CP 

R5051 

06S45674W81 

RES,RK 103J 1/10 -CP 

R5301 

06S45675W30 

RES,RK 105J 1/10 -CP 

R5302 

06S45675W22 

RES,RK 474J 1/10 -CP 

R5303 

06S45675W18 

RES,RK 334J 1/10 -CP 

R5304 

06S45674W81 

RES,RK 103J 1/10 -CP 

R5305 

06S45674W85 

RES,RK 153J 1/10 -CP 

R5306 

06S45674W81 

RES,RK 103J 1/10 -CP 

R5307 

06S45674W79 

RES,RK 822J 1/10-CP 

R5308 

06S45674W91 

RES,RK 273J 1/10-CP 

R5309 

06S45674W61 

RES,RK 152J 1/10-CP 

R5310 

06S45674W65 

RES,RK 222J 1/10 -CP 

R5311 

06S45674W65 

RES,RK 222J 1/10 -CP 

R5312 

06S45674W61 

RES,RK 152J 1/10 -CP 

R5313 

06S70072F19 

RES,CP .39R-J-1/4-CP 

R5314 

06S70072F19 

RES,CP .39R-J-1/4-CP 

R5315 

06S70072F19 

RES,CP .39R-J-1/4-CP 

.R5316 

06S70072F19 

RES,CP .39R-J-1/4-CP 

R5317 

06S45674W65 

RES,RK 222J 1/10 -CP 
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DHA-S680/DHA-S680P 


Part No. 


Description 




06S45674W80 

06S45674W58 

06S45674W73 

06S45674W97 

06S45674W97 

06S15593Y81 

06S15593Y81 

06S15593Y81 

06S15593Y81 

06S15593Y81 

06S45674W09 

06S15593Y81 

06S15593Y81 

06S15593Y81 

06S45674W09 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W25 

06S45674W89 


06S45674W49 
06S15594Y12 
I06S45674W54 
06S45674W54 
06S45674W45 

06S15594Y14 
06S15594Y17 
06S45674W54 
06S45674W54 
06S45674W25 

06S45674W89 
06$45674W25 
06S45674W89 
06S70072F25 
06S70072F25 

06S45674W81 
06S45674W81 
06S45674W73 
06S70072F53 
06S45675W43 

06S45675W43 
06S45674W73 
06S45674W73 
2 06S45674W17 


534 

1 

06S45674W89 

RE 

S,R 

K 223 

534 

2 

06S45674W25 

RE 

S,R 

K 47F 

534 

3 

06S70072F05 

RE 

S,C 

P .1C 

534 

4 

06S70072F05 

RE 

S,C 

P .1C 

534 

5 

06S45674W49 

RE 

S,R 

K 471 


SymboI 
No. 


R5373 

R5377 

R5380 

R5382 

R5383 


06S45674W97 

06S45674W81 

06S45675W43 

06S15594Y13 

06S15593Y92 

06S45674W77 

06S45674W77 

06S45674W63 

06S45674W63 

06S35083Y22 

06S45674W97 

06S45674W97 

06S45674W97 

06S45674W97 

06S45674W97 

06S45675W06 

06S15593Y73 

06S45674W97 

06S35083Y23 

06S45674W97 

06S45674W29 

06S45675W30 

06S45674W49 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W25 

06S15594Y15 

06S15594Y10 

06S15594Y09 

06S45674W25 

06S45674W33 

06S45674W33 

06S45674W81 

06S45674W75 

06S45674W57 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W81 

06S45674W81 

06$45674W75 

06S45674W57 

06S45675W43 


Description 


RES,RK 473J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK JUMPERl/lO-CP 
RES,RK 434F 1/10 -CP 
RES,RK 623F 1/10 -CP 

RES,RK 682J 1/10 -CP 
RES,RK 682J 1/10 -CP 
RES,RK 182J 1/10 -CP 
RES,RK 182J 1/10 -CP 
RES,RK 561F 1/4 -CP 

RES,RK 473J 1/10 -CP 
RES,RK 473J 1/10 -CP 
RES,RK 473J 1/10 -CP 
RES,RK 473J 1/10 -CP 
RES,RK 473J 1/10 -CP 

RES,RK 104J 1/10 -CP 
RES,RK 103F 1/10 -CP 
RES,RK 473J 1/10 -CP 
RES^RK 681F 1/4 -CP 
RES,RK 473J 1/10 -CP 

RES,RK 68RJ 1/10-CP 
RES,RK 105J 1/10 -CP 
RES,RK 471J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 103J l/TO -CP 

RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 47RJ 1/10 -CP 
RES,RK 514F 1/10 -CP 
RES,RK 334F 1/10 -CP 

RES,RK 304F 1/10 -CP 
RES,RK 47RJ 1/10 -CP 
RES,RK 101J 1/10 -CP 
RES,RK 101J 1/10 -CP 
RES,RK 103J 1/10 -CP 

RES,RK 562J 1/10 -CP 
RES,RK 102J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 

RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 
RES,RK 103J 1/10 -CP 

RES,RK 103J 1/10 -CP 
RES,RK 562J 1/10 -CP 
RES,RK 102J 1/10 -CP 
RES,RK JUMPER1/10-CP 


NOTE : O : For North American Mode! Only, 4 
A ; For Japanese Model Only, Others 


: For General Foreign Model Only, 
Common. 
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Symbo1 
No. 

Part No. 

Description 

R5681 

06S45675W43 

RES,RK JUMPER1/10-CP 

R5690 

06S45674W27 

RES,RK 56RJ 1/10 -CP 

R5691 

06S45674W45 

RES,RK 331J 1/10 -CP 

R6002 

06S45674W33 

RES,RK 101J 1/10 -CP 

R6003 

06S45674W33 

RES,RK 101J 1/10 -CP 

R6004 

06S45674W33 

RES,RK 101J 1/10 -CP 

R6007 

06S45675W43 

RES,RK JUMPERl/lO-CP 

R6008 

06S45674iV33 

RES,RK 101J 1/10 -CP 

R6011 

06S45674W33 

RES,RK 101J 1/10 -CP 

R6012 

06S45674W33 

RES,RK 101J 1/10 -CP 

R6013 

06S45674W33 

RES,RK 101J 1/10 -CP 

R8002 

06S45675W06 

RES,RK 104J 1/10 -CP 

R8003 

06S15594Y20 

RES,RK 824F 1/10 -CP 

R8005 

06S15593Y49 

RES,RK 102F 1/10 -CP 

R8006 

06S15593Y65 

RES,RK 472F 1/10 -CP 

R8007 

06S15594Y19 

RES,RK 754F 1/10 -CP 

R8008 

06S45674W90 

RES,RK 243J 1/10 -CP 

R8009 

06S70072F73 

RES,CP .682-J-1/4-CP 

R8010 

06S15594Y19 

RES,RK 754F 1/10 -CP 

R8011 

06S70072F69 

RES,CP .472-J-1/4-CP 

R8012 

06S45675W43 

RES,RK JUMPERl/lO-CP 

R8013 

06S15594Y19 

RES,RK 754F 1/10 -CP 

R8014 

06S15593Y70 

RES,RK 752F 1/10 -CP 

R8015 

06S70072F39 

RES,CP .271-J-1/4-CP 

R8016 

06S70072F39 

RES,CP .271-J-1/4-CP 

R8017 

06S70072F69 

RES,CP .472-J-1/4-CP 

R8021 

06S45675W12 

RES,RK 184J 1/10 -CP 

R8022 

06S35095Y08 

RES,RK JUMPER 1/4-CP 

R8024 

06S15593Y59 

RES,RK 272F 1/10 -CP 

R8025 

06S15593Y55 

RES,RK 182F 1/10 -CP 

R8026 

06S15593Y49 

RES,RK 102F 1/10 -CP 

R8028 

06S35095Y08 

RES,RK JUMPER 1/4-CP 

R8030 

06S15594Y16 

RES,RK 564F 1/10 -CP 

R8031 

06S15594Y20 

RES,RK 824F 1/10 -CP 

R8034 

06S15594Y19 

RES,RK 754F 1/10 -CP 

R8035 

06S15594Y10 

RES,RK 334F 1/10 -CP 

R8036 

06S15593Y99 

RES,RK 124F 1/10 -CP 

R8037 

06S45674W99 

RES,RK 563J 1/10 -CP 

R8038 

06S45674W57 

RES,RK 102J 1/10 -CP 

R8039 

06S45674W97 

RES,RK 473J 1/10 -CP 

R8040 

06S45674W97 

RES,RK 473J 1/10 -CP 

R8041 

06S45674W97 

RES,RK 473J 1/10 -CP 

R8042 

06S45674W97 ^ 

RES,RK 473J 1/10 -CP 

R8801 

06S45674W33 | 

RES,RK 101J 1/10 -CP 

R8802 

06S45674W33 

RES,RK 101J 1/10 -CP 

R8803 

06S45674W33 

RES,RK lOlJ 1/tO -CP 

R8804 

06S45674W31 

RES,RK 82RJ 1/10 -CP 

R8805 

06S45674W31 

RES,RK 82RJ 1/10 -CP 

R8806 j 

06S45674W31 

RES,RK 82RJ 1/10 -CP 


DHA-S680/DHA-S680P 


Symbo1 
No. 

Part No. 

Description 

R9501 

06S45674W81 

RES,RK 103J 1/10 -CP 

R9502 

06S15593Y18 

RES,RK 51 RE 1/10 -CP 

R9503 

06S15593Y21 

RES,RK 68RF 1/10 -CP 

R9505 

06S15593Y59 

RES,RK 272F 1/10 -CP 

R9506 

06S45674W81 

RES,RK 103J 1/10 -CP 

R9507 

06S45675W02 

RES,RK 683J 1/10 -CP 

R9508 

06S45674W81 

RES,RK 103J 1/10 -CP 

R9509 

06S70072F45 

RES,CP .471-J-1/4-CP 

R9510 

06S45674W17 

RES,RK 22RJ 1/10 -CP 

R9511 

06S95432W51 

RES,RK 391J 1/8 -CP 

R9512 

06S45674W93 

RES.RK 333J 1/10 -CP 

R9513 

06S15593Y43 

RES,RK 561F 1/10 -CP 

R9514 

06S15593Y51 

RES.RK 122F 1/10 -CP 

R9515 

06S15593Y51 

RES.RK 122F 1/10 -CP 

R9516 

06S70072F41 

RES,CP ,331-J-l/4-CP 

R9517 

06S70072F41 

RES, CP .331-J-1/4-CP 

R9518 

06S35083Y11 

RES.RK 68RF 1/4 -CP 

R9519 

06S70072F77 

RES, CP .103-J-1/4-CP 

R9520 

06S95432W51 

RES.RK 391J 1/8 -CP 

R9521 

06S45674W63 

RES,RK 182J 1/10 -CP 

R9522 

06S45674W81 

RES.RK 103J 1/10-CP 

R9524 

06S45674W81 

RES.RK 103J 1/10 -CP 

R9525 

06S15594Y10 

RES.RK 334F 1/10 -CP 

R9526 

06S45674W09 

RES.RK 10RJ 1/10 -CP 

R9527 

06S45674W81 

RES,RK 103J 1/10 -CP 

R9528 

06S45674W81 

RES,RK 103J 1/10 -CP 

R9529 

06S15594Y12 

RES,RK 394F 1/10 -CP 

R9530 

06S95434W38 

RES,RK 36RJ 1/4 -CP 

R9531 

06S15594Y15 

RES,RK 514F 1/10 -CP 

R9534 

06S45674W29 

RES,RK 68RJ 1/10 -CP 

R9535 

06S45674W41 

RES,RK 221J 1/10 -CP 

R9537 

06S45674W81 

RES,RK 103J 1/10 -CP 

R9538 

06S45674W81 

RES,RK 103J 1/10 -CP 

R9539 

06S45674W33 

RES,RK 101J 1/10 -CP 

R9545 

06S45675W43 

RES,RK JUMPERl/lO-CP 

RA2201 

06S4559HV19 

RES,ARY MNR68RJ 4-CP . 

RA5001 

06S45591W11 

RES,ARY MNR22RJ 4-CP 

RA5002 

06S45591W04 

RES,ARY MNR103J 4-CP 

RA5004 

06S45591W19 

RES, ARY MNR68RJ 4-CP 

RA5005 

06S45591W11 

RES,ARY MNR22RJ 4-CP 

RA5006 

06S45591Wn 

RES, ARY MNR22RJ 4-CP 

RA5007 

06S45591W11 

RES, ARY MNR22RJ 4-CP 

RA5008 

06S45591W11 

RES,ARY MNR22RJ 4-CP 

RA5009 

06S45591W11 

RES, ARY MNR22RJ 4-CP 

RA5010 

06S45591W11 

RES, ARY MNR22RJ 4-CP 

RA5011 

06S45591Wn 

RES, ARY MNR22RJ 4-CP 

RA5012 

06S45591W11 

RES,ARY MNR22RJ 4-CP 

RA5013 

06S45591W11 

RES,ARY MNR22RJ 4-CP 

RA5G14 

06S45591W11 

RES, ARY MNR22RJ 4-CP 


- 33 - 




DHA-S680/DHA-S680P 


Symbo1 
No. 

Part No. 

Description 

RA5015 

06S45591W11 

RES,ARY MNR22RJ 4-CP 

RA5016 

06S45B9imi 

RES,ARY MNR22RJ 4-CP 

RA5017 

06S45591W11 

RES,ARY MNR22RJ 4-CP 

RA5018 

06S45591W11 

RES,ARY MNR22RJ 4-CP 

RA5602 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5603 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5604 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5605 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5606 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5607 

06S45591W07 

RES,ARY MNR101J 4-CP 

RA5608 

06S45591W12 

RES,ARY MNR47RJ 4-CP 

RA5609 

06S45591W12 

RES,ARY MNR47RJ 4-CP 

RA5610 

06S45591W12 

RES,ARY MNR47RJ 4-CP 

RA5611 

06S45591W17 

RES,ARY MNR56RJ 4-CP 

RA5612 

06S45591W17 

RES,ARY MNR56RJ 4-CP 

RA5613 

06S45591W17 

RES,ARY MNR56RJ 4-CP 

RA5614 

06S45591W17 

RES,ARY MNR56RJ 4-CP 

RA5615 

06S45591W17 

RES,ARY MNR56RJ 4-CP 

RA5616 

06S45591W17 

RES,ARY MNR56RJ 4-CP 

RA5617 

06S45591W17 

RES,ARY MNR56RJ 4-CP 

RA5618 

06S45591W17 

RES,ARY MNR56RJ 4-CP 

RA5619 

06S45591W12 

RES, ARY MNR47RJ 4-CP 

RA5620 

06S45591W12 

RES,ARY MNR47RJ 4-CP 

RA5621 

06S45591W12 

RES,ARY MNR47RJ 4-CP 

RA5622 

06S45591W12 

RES,ARY MNR47RJ 4-CP 

RA5623 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5624 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5625 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5626 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5627 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5628 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5629 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5630 

06S15771Y13 

RES,ARYEXB28V101J-CP 

RA5631 

06S45591W07 

RES,ARY MNR101J 4-CP 

RA9501 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9502 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9503 

06S15771Y05 

RES,ARYEXB28V22RJ-CP 

RA9504 

06S15771Y05 1 

RES,ARYEXB28V22RJ-CP 

RA9505 

06$15771Y05 : 

RES,ARYEXB28V22RJ-CP 

RA9506 

06S15771Y05 

RES,ARYEXB28V22RJ-CP 

RA9507 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9508 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9509 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9510 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9511 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9512 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9513 

06S15771Y11 

RES,ARYEXB28V68RJ-CP 

RA9514 

06S45591W17 

RES,ARY MNR56RJ 4-CP 


Symbol 

No. 

Part No. 

Description 

Connector 

CB5601 

09T15153Y50 

FFC,FH12-50S -ER 

M1 see 1 

1aneous 

CB8001 

CB8002 

CB8003 

CB8004 

CB8005 

CB8007 

IC2102 

09T13515W04 

09T55071W01 

09T55071W02 

09T75119W02 

09T45394Y01 

09T45393Y01 

51T75111W01 

WTB,5569-04A1 -DB(POWER) 

C0NN,TCP9389 BLACK(Ai-NET OUT) 
C0NN,TCP9389 GREY(Ai-NET IN) 
JAC,HSJ6063-012 -DB 
(REMOTE EYE IN) 

RCA,JPJ8411-01-32-DB(AUDI0 OUT) 

RCA,JPJ2074-01004-DB(VIDEO OUT) 
T0TX193 -DS(OPT OUT) 
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Cabinet Assembly Parts List (Only Difference) 

NOTE : For the Parts not mentioned, refer to the Service Manual for 
DHA-S680/DHA-S680P -REV- (Part No. 68E33190S01) 

ass: S3®^4xTt'^j:L'ain“Bl::T)l'Tli, ■b—t'XT^.o.TJU- 

DHA-S680/DHA-S680P-REV-(68E33190S01)$#He|i|L'S-r. 


Model 

DHA-S680/DHA-S680P -REV- . 

DHA-S680/DHA-S680P -REV 2- | 

Symbo1 
No. 

Index 

Part No. 

Description 

Index 

Part No. 

Description 

25 

1 

14S50096Y37 

INS,CVR 19X15XT0.188 

1 
















